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Movable Partitions 


Ultrawall Partitions can wait til last. 


in one overall operation before partitions are installed. Doors, 
reversible frames, base, finish trim and even glazing can be 
handled easily, efficiently by the same partition crew. And 
every time you reallocate space, ULTRAWALL partitions pay 
for themselves all over again. Also consider the possible 
qualification for investment tax credit and accelerated depre- 
ciation advantages. 

Call your U.S.G. Representative or write to us at 101 S.‏ ھ 
Wacker Dr., Chicago, Ill. 60606, Dept. 9‏ 
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BUILDING AMERICA 


Vinyl-covered ULTRAWALL partitions frequently start out 
looking like they cost more than standard fixed partitions. But 
when moving-in time comes, you'll find material and labor 
savings have made ULTRAWALL costs very attractive indeed! 

So if you are comparing prices, be sure to add in the cost to 
cut and fit carpet and ceiling into many cubicles around fixed 
partitions. Then consider the simple way ULTRAWALL goes 
up: carpeting, ceiling, lighting and other items are installed an 
entire floor-at-a-time! Core and perimeter walls are finished 


UNITED STATES GYPSUM, 


How many people can you please 
when you design a building? 


expect the same flow of tenants and 
income, along with the resale poten- 
tial, that they were looking for when 
the building was first conceived. 


Make your public 
happy, too! 
Your statement will become part of 
the public’s architectural heritage. 
And the sweeping designs and ex- 
ceptional durability that are possible 
with Fluropon will help your building 
work with its environment and be- 
come a lasting community asset. 

Call or write today for more infor- 
mation about Fluropon. 


DeSoto, Inc. 


1700 South Mount Prospect Rd. 
Des Plaines, Illinois 60018 
(312) 391-9364 


But your client 
wants a financially 
successful building. 


Fluropon, the full-strength Kynar 
500® coating, has the longevity to 
compete with anodized coatings. 
However, Fluropon-coated panels 
cost less and provide better color 
integrity and availability. Plus, Fluro- 
pon has the long-term ability to 
maintain its original color and deliver 
years of maintenance-free protection. 
And that makes Fluropon an even 
better choice! 


Investors want a 
good return on 
their money. 


Fluropon’s exceptional durability and 
color integrity can help maintain the 
marketing impact of your initial de- 
sign, so the building’s investors can 


ou want to please yourself. 

You have to satisfy your 

client. And if you can make 
the investors and tenants happy, you 
will have accomplished quite a feat! 
You'll find that designing with 
Fluropon-coated metal curtainwalls 
can help you please the people who 
will determine the success of your 
projects. 


You're looking for 


great design 
opportunities. 


You can create magnificent state- 
ments with Fluropon-coated panels 
because Fluropon offers virtually un- 
limited possibilities with the shape, 
form and even the texture of the metal 
panels. You may even discover new 
opportunities in metal curtainwall de- 
sign! 


Fluropon®: A People-Pleasing Product 
for Architects Designing Metal Panel Buildings 


Kynar 500 is a registered trademark of Pennwalt Corporation 


See our insertion “9.10 Des." in Sweet's Industrial Construction and Renovation File. 
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Wally Fisher Lodge: Simple, robust, durable Red Cedar. 
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Compatibility of the housing unit with the 
character of the small, separate, woodsy 
cabins was paramount 

Cedar shakes on the roofs and 
shingles on the walls help keep the building 
scale small and personal—and are natural 
and rustic materials traditional to the 
camp's history” —James E. Hussey, A.I.A 

For our new Architects’ cedar library, 
write Suite 275 515-116th Avenue N.E., 
Bellevue, WA 4. ( nada: Suite 
1500, 1055 West Hé Street 
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Red Cedar Shingle & Handsplit Shake Bureau 


CONTENTS 


Kansas City: 


Portrait of a Metropolis in the Middle 
Centrality, history, self-perception and destiny. 


Where the Pioneers’ Hopes Were Highest 
Even as it assumes metropolitan maturity, Kansas City 
retains a small-town optimism. By Brian Miller 


Kansas City Rediscovers Its Downtown Core 
As new efforts at revival are launched, a new 
rival rises across town. By Allen Freeman 


The Residential Fabric of a ‘Home-Oriented’ City 
Shaped by a remarkable system of parks and boulevards 
and an unusual builder. By Andrea O. Dean 


A Central City Neighborhood Makes a Comeback 
Citizen activism brings gentrification, Kansas City- 
style, to the Westport area. By Nory Miller 


Chic Center at the Spot Where Kansas City Began 
Westport Square’s growing vitality is shadowed 
by the violent fate that befell a predecessor. N.M. 


Returning the Historic Gateway to London Towne 
Christopher Wren’s Temple Bar Arch. By Mary E. Osman 


The Movement to Preserve Architects’ Records 
What to save and how to do it. By Carol Herselle Krinsky 


Events and Letters 90 Books 
News 144 Advertisers 


Cover: Photo by Allen Freeman of Baltimore Avenue, 
Kansas City. In foreground is the eagle above the entrance 
of the New York Life Building by McKim, Mead & White 
(see story, page 58). 
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filled, he doesn’t say, “I don’t do just 
one tooth—you must have them all done 
or it isn’t worth my while.” Architects 
must get the dollar sign out of their eyes 
and start thinking and acting more like 
professionals. Much of the best architec- 
ture in America has been “‘small commis- 
sion” stuff. Big is not necessarily beauti- 
ful and a high project cost certainly does 
not assure a beautiful, fine example 

of architecture. 

As an architect I regard myself as a 
member of one of the oldest and most 
respected professions. I expect my profes- 
sional publication to promote my profes- 
sion, not aid in destroying it. 

Edward A. Kane Jr., AIA 
Edwardsville, Ill. 


Discrimination Against Women?: In the 
“letters” section of the December ’78 issue 
(p. 6), Ellamae Ellis League, FAIA, 
writes that she has “been in the profes- 
sion almost 50 years” and has “never 
encountered any prejudice or discrimi- 
nation.” 

I respectfully reply that I have been in 
the profession only about seven years 
(five in school) and have seen discrimi- 
nation, prejudice and what can only be 
described as overt hostility toward women 
who are either trying to enter or have 
entered the profession. 

True, no major architectural school 
is closed to women, but equal opportunity 
statements can be as cheap as the paper 
they are printed on and in no way do they 
erase the actual discrimination dealt 
women by administrators, professors, 
fellow students and fellow professionals. 

Perhaps many of us do not recognize 
discrimination as what it is: a condition 
that not only degrades women in architec- 
ture, but also degrades the architectural 
profession as a whole through the waste 
of talent and aspirations of an entire 
segment of society. 

I, too, am surprised at the action taken 
by the Institute in regard to the threat 
by the Equal Rights Amendment group 
(see June "78, p. 12), but I amin no 
way disappointed with the position AIA 
has taken in this matter. 

Robert G. Thompson 
Fort Worth, Tex. 


Footnotes: Photographs of G. E. Kidder 
Smith, FAIA, on pages 38 and 39 of the 
January issue are from his book A Pic- 
torial History of Architecture in America. 

Also depicted is the Civic Auditorium 
Forecourt, Portland, Ore. Project de- 
signer was Angela Danadjieva for the firm 
of Lawrence Halprin & Associates. The 
forecourt has been renamed “Ira’s Foun- 
tain,” in memory of the Portland indus- 
trialist Ira C. Keller. A recent addition to 
the fountain, called the Keller Memorial, 
is also the design of Danadjieva. 


April 19-20: Roofing Technology Con- 
ference, National Bureau of Standards, 
Gaithersburg, Md. Contact: National 
Roofing Contractors Association, 1515 
N. Harlem Ave., Oak Park, Ill. 60302. 
April 19-21: Conference on Civil Engi- 
neering Education, University of Wiscon- 
sin, Madison. Contact: American Society 
of Civil Engineers, 345 E. 47th St., New 
York, N.Y. 10017. 

April 23-25: Course on Preparation of 
Environmental Impact Statements, 
George Washington University, Washing- 
ton, D.C. 

April 24-25: Structural Stability Research 
Council annual meeting, William Penn 
Hotel, Pittsburgh. Contact: SSRC, Fritz 
Engineering Laboratory—13, Lehigh 
University, Bethlehem, Pa. 18015. 

April 24-29; American Subcontractors 
Association annual meeting, Caesar’s 
Palace, Las Vegas. Contact: ASA, 815 
15th St. N.W., Washington, D.C. 20005. 
April 25-27: World Conference on Con- 
tinuing Engineering Education, Mexico 
City. Contact: Department of Engineering 
& Applied Science, University of Wiscon- 
sin Extension, 432 N. Lake St., Madison, 
Wis. 53706. 

April 26-27: Course on Firesafety in 
Buildings, Chicago, sponsored by the 
University of California, Berkeley, and 
University of Illinois at Chicago Circle. 
May 15: Papers deadline, national compe- 
tition for papers on energy in the cities. 
Contact: American Planning Association, 
1313 E. 60th St., Chicago, Ill. 60637. 
June 3-7: AIA convention, Kansas City, 
Mo. 

June 8: Entry forms due, Red Cedar 
Shingle & Handsplit Shake Bureau and 
AIA architectural awards program. Con- 
tact: RCS&HSB, Suite 275, 515 116th 
Ave. N.E., Bellevue, Wash. 98004. 


LETTERS 


‘Big’ May Not Be ‘Beautiful’: I have read 
with disgust the article entitled “Planning 
a New Architectural Practice” in the 
November 78 issue (p. 78). 

I sincerely hope that young architects 
who are planning to open their own prac- 
tices will disregard such articles. If you 
have a small office and refuse to accept 
commissions of less than $1,000, you’re 
not “doomed to failure, or at best medi- 
ocrity”—you’re doomed period! Worst 
of all, besides dooming yourself, you are 
dooming the profession as a whole in the 
eyes of the public. If architects refuse 
small jobs, contractors will gladly do 
the “design,” which is what is happening 
now. Take a look at the American resi- 
dential landscape, fellow architects. Can 
you truthfully say that it is esthetically 
pleasing and enduring? 

If you go to a dentist to get a tooth 


EVENTS 


April 1-4: Symposium on Science, Tech- 
nology and the Human Prospect, San 
Francisco Hilton Hotel, San Francisco. 
Contact: Forum for the Advancement of 
Students in Science and Technology, 2030 
M St. N.W., Washington, D.C. 20036. 
April 2: Workshop on Tax Incentives for 
Historic Preservation, Boston. (Repeat 
workshop: April 16, Cincinnati.) Con- 
tact: Richard Jaffeson, American Plan- 
ning Association, 1776 Massachusetts 
Ave. N.W., Washington, D.C. 20036. 
April 2-4: American National Metric 
Council annual conference, Hyatt Regen- 
cy Hotel, Washington, D.C. Contact: 
ANMC, 1625 Massachusetts Ave. N.W., 
Washington, D.C. 20036. 

April 2-5: National Noise and Vibration 
Control Conference and Exposition, 
Hyatt Regency O’Hare Hotel, Chicago 
O’Hare Airport. Contact: NOISEXPO, 
27101 2. Oviatt Road, Bay Village, Ohio 
44140. 

April 3-4: Boston Society of Architects/ 
AIA “Housing ’79,” Howard Johnson’s 
57 Motor Hotel, Boston. 

April 4-8: Society of Architectural His- 
torians annual meeting, Savannah, Ga. 
Contact: SAH, 1700 Walnut St., Philadel- 
phia, Pa. 19103. 

April 5-7: Gulf States/ AIA Regional 
Convention, Camelot Inn and Little Rock 
Convention Center, Little Rock, Ark. 
April 6: Seminar on Professional Liability, 
Orlando, Fla. (Repeat seminars: April 
27, Detroit; May 11, Philadelphia.) Con- 
tact: Jack McKee, National Society of 
Professional Engineers, 2029 K St. N.W., 
Washington, D.C. 20006. 

April 7-10: Association of Collegiate 
Schools of Architecture annual meeting, 
Savannah, Ga. Contact: ACSA, 1785 
New York Ave. N.W., Washington, D.C. 
20006. 

April 9-13: Course on Fundamentals of 
Grouting, Executive International Inn, 

St. Louis, sponsored by the extension 
division, University of Missouri at 

Rolla. 

April 15: Applications deadline, Kate 
Neal Kinley Memorial Fellowship. Con- 
tact: Dean Jack H. McKenzie, College of 
Fine and Applied Arts, 110 Architecture 
Building, University of Illinois at Urbana- 
Champaign, Urbana, Ill. 61801. 

April 16: Proposals deadline, Arnold W. 
Brunner fellowship. Contact: New York 
Chapter/AIA, 20 W. 40th St., New York, 
N.Y. 10018. 

April 16-20: Value Engineering Work- 
shop, Orlando, Fla. (Repeat workshops: 
June 11-15, St. Louis; Sept. 17-21, 
Toronto; Oct. 15-19, Philadelphia; Nov. 
5-9, Honolulu.) Contact: American Con- 
sulting Engineers Council, 1155 15th St. 
N.W., Washington, D.C. 20005. 
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OWENS-CORNING 
ENERGY AWARD 
WINNERS FOR 1978 


THESE MEN ARE PIONEERS. They are pulling 
the energy-efficient building out of the window- 
less box. They have designed and engineered 
resourceful buildings that are visually bold and 
exciting. We are proud to honor them. 
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William A. Hall, AIA —William A. Hall and Associates, New York, New York. 


EW YORK STATE UNIVERSITY PLAZA, 
ALBANY, NEW YORK. This complex, a 

registered historical landmark, is now 
an energy landmark as well. 

The interior was totally gutted and re- 
designed. Thermal insulation was added to the 
walls and roof. All windows were replaced 
with double-glazed units. 

Computer analysis helped select the most 
efficient heating and air-conditioning system. 
Forty percent of the heating requirement will 
be met by heat recovery from lighting. 

Asa result, less gas will be needed to heat 
all three buildings of the complex than was 
originally needed to heat two of them in 1918. 

This landmark, now well-scrubbed and 
skirted with a city park, brings new life to 
downtown Albany. 

“Historic preservation need not be compro- 
mised by responsible and efficient and elegant 
engineering. —Jury 


ITKIN COUNTY AIR TERMINAL, ASPEN, 
COLORADO. This is the first public build- 
ing in America to complement solar 
heating with moveable insulation systems. 
On cloudy days and at night, one system 
automatically covers skylights with insulated 
louvers. 
The other fills southern-exposure, glazed 
fiberglass walls with insulating foam beads. 
Actual energy savings the first year: $1200. 
“Here is living proof that advanced energy 
technology and human values can dwell 
together. If you have to get stuck in an airport, 
this is a nice place for it to happen.”—Jury 


Buford Duke, Jr., AIA—Benham-Blair & Affiliates of California, Inc., Los Angeles, California. 
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TATE OFFICE BUILDING, SACRAMENTO, 
CALIFORNIA. This building design was 
already a winner. 

It beat out forty other entries in a design 
competition held by the State of California in 
their search for a truly energy-efficient state 
office building. 

Once built, the building will come close to 
achieving the impossible: maximum exposure 
for solar generation, minimum exposure for 
energy conservation. 

For maximum exposure, there will be a 
six-story office tower. Solar panels covering the 
south side will generate energy for heating 
and cooling. 

To conserve energy, the rest of the office 
space will be built underground, around a 
great sunken courtyard. Light wells will 
provide natural lighting. Overhead, an urban 
park will provide insulation. 

“Here is a clear, strong, architectural 
statement relating to energy conservation 
through design.”—Jury 


James Copland, Tim Hagman, Larry Yaw—Copland, Finholm, Hagman, Yaw Ltd., Aspen, Colorado. 


USEUM OF SCIENCE AND INDUSTRY, 
TAMPA, FLORIDA. The roof will be the 
energy center of this building. 

It will be canted on one side so it shades the 
museum. Roof vents will provide natural venti- 
lation. Rainwater from the roof will be recycled 
for use inside the building. 

A proposed photovoltaic solar system 
would generate electricity. 

These systems will be exposed and dis- 
played so museum visitors can see them work. 

“This will be a national demonstration of 


the most progressive principles of energy 
conservation.”—Jury 
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). Langhart, AIA, Ronald L. Whatley —Rogers, Nagel, Langhart, Inc., Denver, Colorado. 
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HONORABLE MENTION—Commercial: Georgia Power Company Headquarters, Atlanta, GA, Heery and Heery, Architects and Engi- 
neers; South Central Bell Telephone Headquarters, Jefferson County, AL, Crawford Giattina and Associates, Architects. Governmental: 
Police and Fire Department Services Building, Mountain View, CA, Goodwin B. Steinberg Associates, Architects. Institutional: University 
of Minnesota Law School Building, Minneapolis, MN, Leonard S. Parker Associates, Architects: Industrial: Water/ Waste Treatment Facili- 


ties, Cuyahoga Heights, OH, Malcolm Pirnie Inc., Consulting and Environmental Engineers. JURY—William W. Caudill, FAIA, Chairman 


7. Dean Rowe, AlA—Rowe Holmes Associates, Inc., Tampa, Florida. 


US MAINTENANCE FACILITY, AURORA, 

COLORADO. Ventilation and tempera- 

ture control are big problems when 
three hundred city buses have to be serviced 
and stored under one root. 

The solution is a direct-feed air solar 
system. Air intake will be regulated by bus 
activity and smoke sensors. 

Landscaped earth berms not only insulate 
outside walls, they also soften the scale of the 
building (349,000 sq. ft.). 

“The sensitive contextual design doesn't 
give up major responsibility to energy 
conservation. —]ury 


of the Board, Caudill, Rowlett, Scott, Inc., Houston, TX; David L. Grumman, P E., Enercon Ltd., Evanston, IL; John J. 

Labosky, PE., Smith, Hinchman and Grylls, Detroit, MI; James S. Polshek, FAIA, Dean of Architecture and Planning, 

Columbia University, New York, NY; Frank J. Powell, M. E., National Bureau of Standards, Washington, DC; Jack E. 

Tumilty, President, Jack E. Tumilty and Associates, Tulsa, OK. TM. Reg. O.-C.F. Corp 
For more information, write X.T. Meeks, Owens-Corning Fiberglas Corp., Fiberglas Tower, Toledo, OH 43659. ©19790. C 5 9 
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Government 


Design in Transportation: A DOT Progress Report 


Transit station mural by high school 
students, New York City. 


Authority to define the appropriate role 
for the arts community in the design 
process of the new MBTA stations in 
Cambridge, and UMTA provided partial 
funding for Cooper-Hewitt Museum’s 
“Subway” exhibit, a comparative survey 
of many of the world’s major subway 
systems. 

A DOT policy on environmental im- 
pact statements has been revised to re- 
quire greater consideration of design and 
esthetics in projects, and to include the 
design and arts community in the consul- 
tation process. And a four-phase graphics 
improvement program is underway, with 
completion set for next fall. 

DOT will next focus on research and 
dissemination of information on design, 
art and architecture in transportation. 
“Emphasis,” said the report, “will be on 
general and specific research efforts relat- 
ing to the esthetic quality of transporta- 
tion, and on making transportation people 
and the general public aware of the op- 
portunities for improving that quality.” 
Nora Richter 

Government continued on page 12 
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for improved design quality and use of 
original works of art. 

For example, the FAA encourages the 
consideration of design early in its inter- 
disciplinary approach to planning and 
construction of airport facilities, with 
special attention to local customs and his- 
tory. The FHWA advocates the consid- 
eration of esthetic factors throughout the 
highway development process. The 
FWHA also administers several programs 
concerned with the visual quality of 
highways: highway beautification, junk- 
yard and billboard control, scenic high- 
ways, landscaping and rest areas. ۸ 
funding can be used for the artistic en- 
hancement of a wide range of facilities 
such as new rail systems, buses and bus 
shelters, sidewalks and sculpture, plant- 
ings and street furniture along transit 
malls. The FRA encourages the reuse of 
architecturally significant railroad stations. 

On the research side, the FHWA has 
established a highway esthetics laboratory 
to assess the attitudinal responses of 
highway users to various features in the 
highway environment. FHWA is also pre- 
paring a study of the urban streetscape, 
which will focus on the state-of-the-art 
and identify and describe innovative 
examples of superior design in highway 
transportation and pedestrian facilities. 
DOT’s office of environment and safety 
has begun a research project to set guide- 
lines for improved esthetic design, art and 
architecture in transportation, which will 
document known techniques and proce- 
dures. 

An awards program has not been devel- 
oped, but there have been a number of 
demonstration projects and exhibits in the 
past year: DOT with the National Endow- 
ment for the Arts sponsored the exhibit 
“Streets of Washington” at Union Station 
in the nation’s capital, which emphasized 
the ambience and esthetics of streets; the 
Architectural League of the Philadelphia 
Art Alliance sponsored a Broad Street 
exhibition which depicted the present-day 
13-mile street, its history and concepts 
for the future; UMTA provided funding 
to the Massachusetts Bay Transportation 
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The first annual report on design, art and 
architecture in transportation has been 
issued by the Department of Transporta- 
tion. The report examines the progress 
made since September 1977 when Secre- 
tary of Transportation Brock Adams 
announced a program to “encourage good 
design, art and architecture in transpor- 
tation facilities and services.” 

“The goal of this department,” Adams 
said in 1977, “is the development of a 
unified transportation policy that coordi- 
nates improvements in transportation 
systems with increments in the quality of 
life. To this end, we shall encourage the 
highest design achievements in all our 
programs.” (See Oct. ’77, p. 8). DOT 
annually spends more than $10 billion in 
building grants and constructon. “A 
sum,” stressed the report, “which results 
in extensive public works throughout the 
nation which have an enormous influence, 
good or bad, on the quality of the nation’s 
built environment.” 

Divisions within DOT—such as the 
Federal Aviation Administration (FAA), 
the Federal Railway Administration 
(FRA), the Federal Highway Adminis- 
tration (FHWA) and the Urban Mass 
Transit Administration (UMTA)—have 
established policies which include funding 
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ernmental tool for getting housing in the 
ground ever seen in this country.” 

Between 1969 and 1975, UDC started 
or completed more than 34,000 housing 
units. It combined planning authority, de- 
velopment capability and design con- 
sciousness. It produced not just housing of 
quality, but some significant research into 
housing design in relation to user needs. 

Perhaps UDC’s prime monument is the 
new town in town of Roosevelt Island in 
New York City’s East River (below). In 
1974 AIA cited the agency for its impact 
on architecture. 

A similar Institute citation for “main- 
taining the highest standards of design” 
had been awarded in 1969 to the New 
York State University Construction Fund. 
Under the late Anthony G. Adinolfi, the 
agency “helped enrich the learning and 
living environment of thousands of college 
students,” said the citation. The state’s 
most distinguished architects were brought 
in to design educational facilities for the 
university system, many of them winning 
national awards for their excellence. 

The 27 designated ushers at the national 
memorial service for Mr. Rockefeller at 
Riverside Church in Manhattan were 
termed by the New York Times as a “vir- 
tual inner circle for Mr. Rockefeller be- 
yond his family.” Among them was 
Wallace K. Harrison, FATA, who partici- 
pated with Mr. Rockefeller in the design 
of Rockefeller Center and the United 
Nations building. The two men became 
friends during Mr. Rockefeller’s years 
with Rockefeller Center, Inc., extending 
from the early ’30s as director, president 
and chairman of the board. 

Henry Kissinger, former secretary of 
state, who eulogized Mr. Rockefeller, de- 
scribed him as a man “of contrasting qual- 
ities, ebullient and yet withdrawn, gregar- 
ious and lonely, joyful and driven, full of 
the moment, yet somehow marked by 
eternity.” Design continued on page 17 


should be done that would “desecrate this 
magnificent memorial.” The Commission 
of Fine Arts has opposed one proposal 
that would place the flags of the two states 
on 50-foot flagpoles. Such flagpoles 
would detract from the monument, a 
spokesman says. Another proposal, which 
does not seem to be getting very far, 
would be to erect two fountains by the 
reflecting pool in front of the memorial. 

The park service, according to the local 
press, seems to like the idea of placing 
a small plaque near the memorial on 
which would be carved the names of the 
two states. Whatever is done—or not 
done—will cause somebody’s blood pres- 
sure to rise. 

Meanwhile, a spokesman for the park 
service says that the agency is preparing a 
detailed study of alternatives which will 
be completed “some time this year.” 

The study will be submitted to the Com- 
mission of Fine Arts, the National Capital 
Planning Commission, the Advisory 
Council on Historic Preservation and to 
Congress. 


Alaska, Hawaii Recognition 
Studied for Lincoln Memorial 


What’s to be done about including the 
states of Hawaii and Alaska on the Lin- 
coln Memorial in the nation’s capital? 
The memorial’s 36 columns symbolize the 
36 states in the Union at the time of 
Lincoln’s death, and their names are 
incised above the columns. The overhead 
colonnade gives the names of the 48 states 
at the time the memorial was finished in 
1922. There is no space for additional 
names. 

Since 1970, however, congressmen 
from Hawaii and Alaska have been urging 
that the names of these states appear on 
the memorial, and in 1976, during the 
nation’s bicentennial, a congressional res- 
olution was passed and signed by Presi- 
dent Gerald Ford, that the names appear 
“at an appropriate place” on the memo- 
rial. The place was left to the discretion 
of the National Park Service. 

AIA’s position has been that nothing 


Design 


Nelson Rockefeller Remembered 
As Patron for Public Architecture 


achievements leave us a legacy of perfor- 
mance.” 

This legacy has encompassed many 
projects, perhaps most notably the works 
of two state agencies which won nation- 
wide reputations for design excellence un- 
der his governorship, one of which was his 
creation. This was the New York State 
Urban Development Corporation (UDC), 
which Kenneth Harney once termed in 
these pages “the most extraordinary gov- 


Nelson A. Rockefeller, who died on Janu- 
ary 26, was scheduled to give the principal 
address at AIA’s convention in Kansas 
City, Mo., in June. An honorary member 
of the Insititute, Mr. Rockefeller was de- 
scribed by AIA’s convention brochure as 
one of very few men “able to wed a vigor- 
ous commitment to the arts with the power 
of the highest elected offices to translate 
this commitment into public policy.” No 
man in America, it was said, has been able 
to focus so well on the issues raised in the 
relationship between design and the 
public. 

David Olan Meeker, Jr., FAIA, execu- 
tive vice president of the Institute, said 
that he had looked forward “with enthu- 
siasm” to Mr. Rockefeller’s planned parti- 
cipation in the convention, “where we 
awaited what was certain to be another 
significant contribution from this generous 
and remarkable man.” Meeker praised 
Mr. Rockefeller for “his innovative role 
as a motivator of public policy—a role 
which has shown the way in defining what 
it is government can do.” 

AIA President Ehrman B. Mitchell Jr., 
FAIA, said that the profession of archi- 
tecture “has long been proud that Nelson 
Rockefeller was an honorary member. ۰ 
His energy, his foresight and his enormous 
capacity to translate personal commit- 
ments into memorable public service and 


12 AIA JOURNAL/MARCH 1979 


The option . 
of total efficiency. 


Sf panel supplies the power you need, precisely where 

ZB you need it. Electrical outlets can Beg | 

placed at work surface heights, an exclusive feature. ~KSS 

This panel offers the advantage of pre-engineered KM 

power transmission, eliminating the need for custom wiring = 

and minimizing the cost of change. It is totally capable of 

handling office equipment, including EDP and word processing. 

0 Research, technology and engineering provide 

۶ the option of total efficency...from American Seating. 

== Were committed to the superior American 
æA standards our name represents. Seating 


s ij = ڪڪ‎ il 


è t 


1 901Broadway,N 


Herb Kashian 


مت 


Hh 


: +1 5 | دا‎ 
= جا‎ s 
3۳ y. 7 ۱ 


seja 


ANN Sha ies 


City Slice—Located in Boston’s Museum Wharf, a renovated 90-year old wool ware- 
house, City Slice (designed by John Sloan, AIA) will give visitors a look at what’s 
inside, beneath and between our urban streets and buildings. The museum will house 
the Transportation Museum and Boston’s Children Museum when it opens in July 
and will feature a full-scale, two-story Victorian mansard cottage. Some of the cot- 
tage’s rooms will be finished as a grandparent’s house exhibit. Others will be built to 
expose all systems—such as plumbing, insulation, framing, foundation, siding, win- 
dows and electrical—to illustrate how they work. Parts of a street, backyard and un- 
derground will be in cross sections, revealing the inner workings of parking meters, 
fire hydrants, street lights, subway cars, tunnels and manholes. Across the street 
from the house will be a convenience store, garage, health center and office. 


Jurors Cite Programs, Detailing, 
Energy in Steel Institute Awards 


The American Institute of Steel Construc- 
tion has named eight winners of its 1978 
“architectural awards of excellence.” 

All the entries, said the jury, “clearly re- 
flect extensive research of the owner’s 
needs, a careful attention to detail, a per- 
ceptive consideration for the surrounding 
environment and for the energy use re- 
quirements of the structures.” 

The jury consisted of Jack D. Gillum, 
American Society of Civil Engineers, 
Gillum-Colaco, Inc., St. Louis; Charles 
Gwathmey, AIA, Gwathmey-Siegel, New 
York City; B.J. Kingdon, AIA, Law/ 
Kingdon, Wichita, Kan.; John M. Mc- 
Ginty, FAIA, the McGinty Partnership, 
Houston, and Bernard P. Spring, FAIA, 
dean, school of architecture and environ- 
mental studies, City College of the City 
University of New York. 

The winners are: 

Rainbow Center Mall and Winter Gar-‏ ٭ 
den, Niagara Falls, N.Y. (architect:‏ 
Gruen Associates, New York City).‏ 
e East Cambridge Savings Bank Head-‏ 
Design continued on page 20‏ 
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handled consistently. Calculations often 
“do not relate to a meaningful ‘limit state,’ 
a condition where the structure fails to 
achieve its intended purpose in some way 
—by collapse or excessive deflection, for 
instance.” 

To remedy this situation, the commit- 
tee proposes the development of general 
loading criteria appropriate for use with 
different materials and technologies. This 
more unified approach is based on the 
concept of “probablistic limit states 
design.” Not only will load magnitudes be 
specified, but criteria will indicate “load 
combinations and probabilistically de- 
rived load factors to ensure acceptable 
performance.” 

Using the voluntary consensus standard 
approval process established by ANSI, 
balloting on the revised standard will be- 
gin this year, with publication of the up- 
dated standard scheduled for 1980. Revi- 
sions after 1980 will be able to take into 
account the new approach to structural 
design. “The new approach is viewed as 
likely to encourage designers to be more 
conscious of safety and serviceability 
aspects of design while making more 
economical building design possible,” 
says the committee. 


Design from page 12 


Lou Dorfman, Kisho Kurokawa 
Plan Japan in Aspen’ Conference 


For the first time in its history, the Inter- 
national Design Conference in Aspen, 
scheduled for June 17-22 in Aspen, Colo., 
will focus on one nation, one people, one 
culture. The theme is “Japan in Aspen.” 
Chairmen of the 29th conference are 
graphic designer Lou Dorfman of New 
York City and Tokyo architect and 
planner Kisho Kurokawa. 

The chairmen say that the “Western 
image of Japan is that of a series of con- 
tradictions. The conference will attempt to 
show that, within the context of Japanese 
society, the apparent contradictions form 
a coherent and unified structure.” 

Among the topics for study and dis- 
cussion are “the Japanese company as 
community,” “linkage of technology and 
the human being,” “continuity and ecol- 
ogy in Buddhism” and “the meaning and 
expression of love.” 

Conference registration is by mail only. 
Deadline for receipt of applications is 
May 20; checks postmarked after this 
date must include a $15 surcharge. The 
standard registration fee is $200 ($100 
for additional members of a household 
and for students). Checks should be made 
payable to IDCA and sent to Bank of 
Aspen, P.O. Box 0, Aspen Colo. 81611. 
For additional information, write IDCA, 
P.O. Box 664, Aspen, Colo. 81611. 


National Load Standard Studied 
To Incorporate New Design Data 


The national load standard used by pro- 
fessional designers will undergo revisions 
to take into account new information on 
building technology and loads research, 
says a spokesman for the National Bureau 
of Standards’ center for building technol- 
ogy. A committee of designers, researchers 
and code officials, in both the public and 
private sectors, is preparing changes in the 
American National Standards Institute’s 
“Building Code Requirements for Mini- 
mum Design Loads in Buildings and 
Other Structures” (ANSI A58.1-1972). 
Although the current A58 load stand- 
ard takes into account magnitudes of 
loads, it does not address the more general 
problem of how loads should be used in 
design, says the committee. In practice, 
several approaches are used including 
allowable stress design for masonry, tim- 
ber and steel structures; plastic design of 
steel frames, and ultimate strength design 
of reinforced concrete structures. Such 
diversity, says the committee, complicates 
the design process, and many factors af- 
fecting structural performance are not 


Celotex makes the stuff 


the best roofs are made of. 


saturated inorganic facers which give it the 
additional strength necessary for good roofing ap- 
plication. It can be installed directly over steel decks 
with no other material (like perlite) between. 

For architects, that means: less deadload 
factor, thinner nailers at roof perimeters and around 
roof openings, and smaller fascia design. 
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Thermax® Roof Insulation 
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ing efficiency per inch than fibrous glass, com- 
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Thermax’s unique construction makes it thinner and 
lighter than less efficient insulations. 

Thermax’s isocyanurate foam core is rein- 
forced with glass fibers for greater dimensional 
stability. It is sandwiched between two asphalt- 


is eliminated. The holes are computer-patterned so 
they fall in different places in each successive layer 
of felt. The results are a roof that is easier to install 
because no brooming is necessary and, more 
importantly, a roof that is almost blister-proof. 

Celotex Vented Ply Sheet further reduces 
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lightweight, easy cutting, easy handling, easy appli- 
cation characteristics as Thermax, and the same 
compatibility with hot asphalt. 

Its glass-reinforced urethane core gives 
Tempchek excellent dimensional stability. 
And Tempchek costs less installed than the greater 
thicknesses of conventional, lower-efficiency 
materials required to achieve the same insulating 
results. That makes Tempchek the first choice for any 
non-fire-rated job. 


The Stuff With Holes In It: 
Celotex Vented Ply Sheet 

When laying a roof, inadequate brooming is 
one of the major sources of roofing problems. 
Sometimes even the most careful brooming can 
trap gases, vapor and moisture that can cause blis- 
tering later on. Celotex Vented Ply Sheet has 1/4” 
holes that allow gases, vapor and moisture to escape 
during application, so the whole brooming process 


Practice 


What Architects Can Do When 
Disaster Strikes a Community 


design committee, chaired by David 
Lewis, AIA. 

The document spells out how archi- 
tects, “trained in interdisciplinary pro- 
grammatic and physical design,” possess 
special abilities around which disaster 
relief programs can be built. In 1977, 
AIA’s board endorsed the concept of 
developing a national approach to disaster 
relief, and the purpose of the document 
is “to encourage ATA state components to 
organize disaster relief programs for their 
own states, and to provide a set of useful 
program guides.” 

The report discusses the benefits de- 
rived from the involvement of architects 
in relief measures, one objective being 
to convert “design minuses into design 
pluses.” The administrative and opera- 
tions guide is based upon the program 
developed by TSA Disaster Action, Inc. 
The document contains the complete 
guide under which the subsidiary of the 
Texas Society of Architects operates. It 
also lists the state emergency civil pre- 
paredness officials, the defense civil pre- 
paredness agency regional offices and the 
officials of the National Association of 
State Directors for Disaster Preparedness. 

It may be too late to organize after 
a disaster strikes—no part of the country 
is immune from either natural or man- 
caused disasters which occur on an 
average of almost one every week. The 
better part of wisdom is to establish an 
appropriate structure before the need 
arises. Assistance to AIA components, 
and copies of the document, may be ob- 
tained from the component affairs depart- 
ment at Institute headquarters. Mary ۰ 
Osman 


Australian Architects Evaluate 
Houses for Prospective Buyers 


The biggest problem facing a prospective 
home buyer, after finances, is to find an 
expert who will give an honest opinion 
about the condition of a house and what 
repairs and maintenance will cost, says 

a group of young architects in Melbourne, 
Australia. They have decided that archi- 
tects can render such a service, and get 
paid for it, not only in Australia but in 
other countries as well. 

They have established the Architects’ 
Inspection Service as an advisory agency 
of the Royal Australian Institute of Archi- 
tects. The response has been so great that 

Practice continued on page 25 


In the spring of 1974, Xenia, Ohio, was 
devastated by a tornado. At once, the 
Dayton Chapter/AIA came to the com- 
munity’s assistance. Architects docu- 
mented the damage, formulated methods 
for help and evaluated construction and 
building failures to improve construction 
techniques and codes so that another dis- 
aster would not prove so devastating. 
Similarly, the Central Kentucky Chapter/ 
AIA has provided help, and multidisci- 
plinary teams of architects, real estate 
brokers and lawyers have established as- 
sistance stations to answer questions of 
concern to victims. 

In the wake of Agnes, the hurricane that 
hit so many communities in June 1972, 
the Northeastern Pennsylvania Chapter/ 
AIA gave professional assistance to peo- 
ple in Wilkes-Barre, despite the fact that 
many of the architects had lost their own 
offices. The chapter united to assist in 
cleaning and salvaging residences and 
offices and in the preparation of renova- 
tion plans for commercial, industrial and 
public facilities. 

When the Sycamore Canyon fire 
burned out so many homes in California, 
the Santa Barbara Chapter/AIA supplied 
reprinted plans of the residences. The 
architects, working with county building 
departments and the state, helped deter- 
mine whether foundations of burned-out 
residences were suitable for reconstruction. 

In 1970, when hurricane Celia swept 
over the Texas Gulf Coast, the Corpus 
Christi Chapter/AIA helped form a 
redevelopment assistance center to survey 
and estimate damage, help victims with 
loans and aid in reconstruction efforts. 
The center handled more than 3,500 cases 
and conducted an all-day seminar at- 
tended by some 500 persons. 

In reviewing such disasters as these, 
the Texas Society of Architects/ AIA 
formed the TSA Disaster Action, Inc., 
in July 1971. The nonprofit corporation 
provides a tax-free mechanism through 
which design professionals and allied 
groups can respond effectively in the 
event of a disaster. One purpose is to 
turn disaster into an opportunity to make 
living conditions better after restoration. 

These examples of how architects 
respond to devastating problems in their 
communities are from a recent AIA 
report, “Disaster Assistance Programs: A 
Strategy Guide for AIA Components.” 
Written by Nicole Gara, former AIA staff 
member, the study is the result of work 
by the Institute’s urban planning and 
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quarters, Cambridge, Mass. (architect: 
Charles G. Hilgenhurst & Associates, 
Boston). 

e Detroit Science Center—Phase 1, De- 
troit (photo, below; architect: William 
Kessler & Associates, Inc., Detroit). 

e Bronx Development Center, Bronx, 
N.Y. (architect: Richard Meier & Asso- 
ciates, New York City). 

e Angela Athletic Facility, St. Mary’s 
College, Notre Dame, Ind. (architect: 
C. F. Murphy Associates, Chicago). 

Milford Jai Alai, Milford, Conn. (archi-‏ ٭ 
tect: Herbert S. Newman Associates,‏ 
New Haven).‏ 

Citicorp, New York City (architect:‏ ٭ 
Hugh Stubbins & Associates, Inc., Cam-‏ 
bridge, Mass.).‏ 

e Faneuil Hall Marketplace and Flower 
Market, Boston (architect: Benjamin 
Thompson & Associates, Inc., Cambridge, 
Mass. ). 


4 Cities Honored for Projects 
To Revitalize Central Districts 


Three cities have won top honors in the 
annual awards program of the Downtown 
Research & Development Corporation, 
headquartered in New York City. The 
program cites the “most outstanding 
projects in central business revitalization” 
completed during the year. Criteria used 
in judging the entries include the impact 
on the downtown’s economy, aid to the 
job base, stimulation of related develop- 
ment action, good design and environ- 
mental enhancement. 

The winners for 1978 are Baltimore 
(population 852,000), Mankato, Minn. 
(population 30,895) and Washington, 
Pa. (population 22,025). New Rochelle, 
N.Y. (population 72,000) won an award 
of merit. 

Baltimore’s $57 million Inner Harbor 
shoreline development project replaced a 
30-acre district of deteriorating piers and 
warehouses with a mixture of parks and 
boating facilities. Mankato’s $4.3 million 
downtown rebirth project converted Front 
Street into a shopping mall with newly 
erected buildings mingling with renovated 
structures. In Washington, a $1.6 million 
Bassettown Square project turned a former 
downtown parking lot into an elevated 
plaza of mixed uses. New Rochelle’s de- 
velopment project involved the creation of 
two urban parks and a walkway to 
: enhance the streetscape. 
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Reconstruction Market Placed 
Above $70 Billion Last Year 


Reconstruction is a “vast and thirsty 
marketplace,” says a marketing memo 
prepared by the Sweet’s Division/ 
McGraw-Hill Information Systems Co., 
distributed in a recent issue of Topstory. 
Reconstruction, no longer a “reluctant 
compromise” because of tight money and 
high new construction costs, is today’s 
“preferred alternative for many builders 
and developers.” 

Reconstruction is not motivated by 
economics alone, says the memo, and new 
motivators are social, political, environ- 
mental and esthetic in nature. So large 
has become today’s reconstruction market 
that it is estimated that it exceeded $70 
billion in 1978. Today, reconstruction 
includes, says the memo, the “entire raft 
of retrofit, recycling, renovation, remodel- 
ing, restoration, preservation, rehabilita- 
tion, conversion, redevelopment and 
revitalization projects.” 

Arguments which architects and engi- 
neers can offer the client for reconstruc- 
tion are “impressive,” the memo says. 
Reconstruction is cheaper than new con- 
struction. It costs less to renovate an old 
structure and the site may be too valuable 
to replace. 

Reconstruction is also faster. Major 
reconstruction work can be finished in an 
estimated 80 to 85 percent of the time a 
new structure requires. Moreover, because 
the basic structure is already determined, 
design and planning phases are shorter 
than for a new building. “The delays 
caused by bureaucratic snarls in obtaining 
permits are fewer,” the memo says. 


State Registration Laws Compiled 


Registration laws for five design profes- 
sionals—architects, engineers, land sur- 
veyors, landscape architects and planners 
—for all 50 states and U.S. territories are 
available for the first time in one volume. 
Entitled Compendium of Registration 
Laws for the Design Professions, the doc- 
ument was compiled under the direction 
of Philip A. Hutchinson and published by 
the National Council of Engineering 
Examiners in cooperation with the Na- 
tional Council of Architectural Registra- 
tion Boards. It reproduces registration 
laws directly from the statutes, including 
amendments. It also includes a complete 
directory of the state and territorial regis- 
tration boards for each profession. 

In loose-leaf format for ease in updat- 
ing periodically as registration laws 
change, the volume may be obtained from 
NCEE. The price is $90, postage prepaid. 


` To order the publication, write NCEE, 


P.O. Box 5000, Seneca, S.C. 29678. 
News continued on page 32 
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windows and insulating attics and areas 
under floors. 

The committee also directs consumers 
to information on the insulation problem 
found in “Preservation Briefs, No. 3: 
Conserving Energy in Historic Buildings” 
(see Oct. 78, p. 32). The pamphlet was 
prepared by Baird M. Smith, AIA, and 
may be obtained without charge from 
Technical Preservation Services Division, 
Office of Archeology and Historic Preser- 
vation, Heritage Conservation and Rec- 
reation Service, Department of the 
Interior, Washington, D.C. 20240. 

Another excellent source of informa- 
tion is the 35-page, illustrated booklet 
entitled “A Primer: Preservation for the 
Property Owner.” It focuses on problems 
encountered in the rehabilitation of older 
buildings. One article is on energy con- 
servation; another on exterior woodwork 
gives some tips on thwarting moisture. 

It is available for $2 from the Preserva- 
tion League of New York State, 13 
Northern Boulevard, Albany, N.Y. 12210. 


Half of Engineers in Poll Expect 
Business Year on Par with 1978 


The American Consulting Engineers 
Council has conducted a poll of consult- 
ing engineers throughout the U.S., asking 
them to comment on the state of the 
economy in 1978 as far as their businesses 
were concerned. Seventy-one percent 
responded that business had been good in 
the past year, while 23 percent termed it 
average and 6 percent thought it was 
poor. In 1979, business will be even bet- 
ter, according to 37 percent of the engi- 
neers in private practice, while 50 percent 
believe it will be about the same and 13 
percent predict it will be worse. 

Major clients of the engineers during 
the past year were state and local govern- 
ments for 41 percent of the respondents, 
commercial owners for 32 percent and 
industrial owners for 19 percent. The 
engineers think that this pattern will hold 
in 1979. 

Business was best regionally in the 
Southwest and Mountain states, where 80 
percent and 77 percent respectively re- 
ported business to be good. For 1979, the 
greatest expectation for a brighter 1979 is 
in the Northeast, where 44 percent of the 
respondents are optimistic. Water and 
sewer projects, the engineers predict, will 
be the largest source of business in 1979, 
with energy projects rated second. 

The most common problem plaguing 
the engineers in 1978 was “excessive gov- 
ernmental regulation,” but they believe 
that inflation will be the most serious 
problem in 1979. In addition to excessive 
regulations and inflation, the engineers 
expect the lack of qualified personnel and 
inadequate fees to be other problems. 


Practice from page 20 

RAIA is thinking about extending the 
concept beyond Melbourne to all the 
principal cities in Australia. 

For a fee of $70 (Australian), a spe- 
cially trained architect will inspect a 
house, using a check list covering 250 
points. Included in the list are such items 
as roofing, guttering, windows, doors and 
vents. Also included are garden area 
features such as fencing and drainage. 
The architect also looks at the condition 
of the interior—fioors, plaster work, elec- 
trical wiring, plumbing, lighting. 

The client receives a written report on 
each of the 250 points, with estimates 
of the probable cost of correcting any 
defects. He can discuss the report with the 
inspecting architect before deciding 
whether to buy the house. 

Robert Caulfield, the director of the 
new service, says that often a family of 
modest means will borrow to the hilt to 
buy a house, only to find that the founda- 
tions are collapsing or all the electrical 
wire has to be replaced. The problem is 
how to get expert advice before it is too 
late. The architects, he says, think of the 
service as a social challenge. “It involves 
them in a mundane and practical area 
of housing affecting a large section of the 
population, but an area where the profes- 
sion has not been much involved in 
the past.” 

The inspection, which takes about two 
hours, is also available to homeowners 
thinking about repairs or alterations. 


Condensation Can Nullify Effect 
Of Insulation in Frame Buildings 


Severe condensation problems could occur 
after the walls of old frame buildings 

are insulated, warns AIA’s committee on 
historic preservation. Condensation often 
forms on the inside of these walls during 
cold weather conditions. 

The main purpose in insulation—the 
conservation of energy—is nullified, says 
the committee, because condensation 
reduces the effectiveness of insulation. 
The moisture vapor also could lead to the 
peeling of exterior paint as the vapor 
tries to escape the wood siding, the com- 
mittee points out. Attacking the peeling 
problem by the installation of nonporous 
materials such as vinyl or aluminum only 
leads to further difficulties since these 
materials trap moisture inside the walls, 
leading to structural damage of the wood 
framing because of dry rot. 

Only a small percentage of heat loss 
comes from building walls, the committee 
says, and it recommends omitting the 
insulation of walls in frame buildings 
until the condensation problem is solved. 
Meanwhile, the committee suggests 
weatherstripping of doors, double-glazing 


Kawneer Seamless Mullion 


Seamless Mullion is a unitized framing system that does 
away with the exterior exposed seams often found in 
coupling mullions. But the name is only the beginning. 
When we removed the seam, we added a whole new 
range of design opportunities. 

Narrow sightlines 
and minimum projections. 
The first impression of Seamless Mullion is one of 
expansive cleanliness, because a proper glass bite is 
maintained with only a minimum obstruction of the 
vision area. This impression is enhanced by the extreme 
frontal placement of the glass with the greater part of 
the metal structure to the interior. 

Efficient and secure. 
In addition to a basic 4-inch frame depth, Seamless 
Mullion is also available as a thermally-broken system in 
3 or 4-inch depths. The positive thermal break helps 
reduce conductive heat loss and virtually eliminates 


Introducing a unique 
element that makes 
less of everything 
except your ۱ 
design 


opportunities. 


Seamless Mullion is covered by U.S. Patents: 
3,527,010 and 3,769,775. 
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‘Ceco helped usfinisi 
five months ahead © 
„they're pros” 


The new Mutual Benefit Life and IBM Plaza: 28 stories 
Kansas City, Missouri. Constructed o 

the entire concrete structure took ¢ 

to complete. sail 


"On a fast track job, the conc 
break you. That’s why we we 
project manager. “Ceco compl 
thousand square foot floor ever 
they not only did it fast, they did | 
labor and equipment costs werê $ 
tenants were moving in five n 


Ceco formwork specialists are professionals. They give 
you solid cost information — then stick to it. In the 
planning stage Ceco can provide structural design 
assistance; and make practical forming 
recommendations based on 64 years of experience. 


When you're ready to build, Ceco can provide complete 
forming services coast-to-coast. Experienced crews. 
Ready-to-use forming equipment. And standardized 
forming systems for the most sophisticated 
architectural designs. All on alump sum basis. 


Contact your local Ceco office for complete details. 


Architects: Mies van der Rohe, Inc. 
General Contractors: Paschen, Inc. and Eldridge, Inc. 
(joint venture) ۱ 5 میں‎ 
Structural Engineers: as 
Jack D. Gillum and Associates Se 
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Ceco forming specialists formed a 
total of 834,000 square feet of floor- 
ing and averaged one completed 
20,000 square foot floor every six 
working days. 


==> concrete 
forming 


CECO services 


The Ceco Corporation e General Offices 
The performance pros in concrete forming 5601 West 26th Street e Chicago, Illinois 60650 


HOW VULCRAFT DELIVERED T( 


When plans called for steel joists, joist 
girders and steel deck in the new Fort 
Wayne post office, the steel fabricator 
called on Vulcraft for all three. 

Because now, Vulcraft manufactures 
steel deck along with joists and joist 
girders. And we're the only company in 
the country making them all. 

Like the builders of the Fort Wayne 
post office, you can come out on top 
when you look to one source for all 
three. 

You save time by combining the 
engineering, design and detailing 
functions. 

You shorten construction schedules, 
because we can deliver joists, joist girders 
and steel deck all in one shipment, with 
our own fleet of trucks. 

You solve problems quickly, because 
you have access to Vulcraft’s nationwide 
sales and service force. 

You save paperwork by dealing with 
only one company. 

And you can rely on Vulcraft quality, 
because our deck is produced with the 
same high standards and reliability that 
we've established in the joist business. 

For these reasons, there’s no reason 
for you to look beyond Vulcraft when 
you ۲6 ready to order joists, joist girders 
or steel deck. 

We stand ready to deliver all three. 

Just contact your local Vulcraft 
representative. Or write Vulcraft, P.O. 
Box 22046, Charlotte, North Carolina 
28222, for our steel deck and 
joist catalogs. 


HE FORT WAYNE POST OFFICE 


The simplicity and light weight of Vulcraft joists and joist 


girders make erection fast and easy. 


mAN 2‏ 
ے دوہ ھ اک 


Economies result from fewer columns being needed 
with Vulcraft joists and joist girders, because of their ability 
to span longer bays. 


VULCRAFT 


A Division of Nucor Corporation. 


P.O. Box F-2, Florence SC 29502 803/662-0381 
P.O. Box 169, Fort Payne, AL 35967 205/845-2460 
P.O. Box 186, Grapeland, TX 75844 713/687-4665 
PO. Box 59, Norfolk, NE68701 402/371-0020 
P.O. Box 1000, St. Joe, IN 46785 219/337-5411 


Architects and Engineers: Schenkel & Schultz, Inc 
General Contractor: Hagerman Construction Company 
Steel Fabricator: Engineered Structural Products Corp. 
Steel Erector: Martin Steel Erection 
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lations are acceptable to building owners 
and whether they can be implemented by 
the building industry. “This issue may be 
resolved,” he said. “by clarification of the 
technical assistance regulations to provide 
a continuous spectrum of energy options 
that address all the factors involved.” 

Stein also questioned the value of the 
information and recommendations to be 
derived from the energy audits. Energy 
audits are “loosely defined,” and a 20 per- 
cent reduction in energy use could be ar- 
rived at by factors totally unrelated to true 
energy conservation, he said. 

“From showing a 20 percent reduction 
in energy use, the auditor need only pro- 
ceed to long division for calculating an 
energy cost per square foot and compare 
this to an undefined index to show a need 
to save energy,” Stein said. Then the own- 
er could apply for funds to replace a fur- 
nace, say, only to discover during the 
technical assistance process than an en- 
tirely different set of measures is appro- 
priate. He suggested that the 20 percent 
exemption provision be re-examined. 

Stein also pointed out a discrepancy in 
the perceived purposes of energy audits 
and their relationship to entire conserva- 
tion programs in schools and hospitals. 
“There is a conflict in perception as to 
whether these audits are to be only data 
gathering to assess the need for conserva- 
tion in buildings or whether they are to 
evaluate the responses to that need.” A 
higher level of technical services will be 
required for the evaluation of responses, 
he said. Evaluation and recommendations 
presented by insufficiently trained persons 
“could have serious drawbacks.” 

It is doubted, said Stein, that a “three- 
day, state-run course and workbook will 
sufficiently enable someone to evaluate 
many of the operation and maintenance 
changes, much less the potential applica- 
bility of conservation measures.” Also, it 
is questioned whether the “allowable costs 
for audits should be based on square foot- 
age without regard to building type or cli- 
mate.” The allowable cost figures, he said, 
“look suspiciously similar to the resultant 
of dividing the appropriation by the esti- 
mated total number of buildings to be au- 
dited. That approach to distributing funds 
under this program, similar to a per capita 
formula, was specifically rejected by 
Congress.” 

And finally, Stein said that the use of a 
simple payback period as an economic 
evaluation tool rather than some other 
measure will severely prejudice the con- 
sideration of solar energy conservation 
measures. “More than any other of the 
numerous economic feasibility method- 
ologies, the payback period concept di- 
minished the value of solar applications.” 
The use of the payback concept, he said, 
“seems to contradict other stated program 
goals in the regulations.” 

Institute continued on page 41 
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DOE Asked to Accept Architects 
As Qualified Energy Auditors 


Buehrer contiriued. “They will have to 
begin anew with a new designer who is 
either an engineer or an A/E firm, even 
though their architectural consultant may 
have had several engineering subcontra- 
tors.” DOE’s regulations will cause the 
“bizarre situation whereby an architect 
can, by regulation, do the complex analy- 
sis to qualify a building modification as an 
energy conservation measure eligible for 
funding, but cannot, by regulation, qualify 
himself as the person to design it and 
supervise its installation.” 

Buehrer said that the ultimate test of an 
energy conservation measure “is not tech- 
nical virtuosity or rapid payback, but how 
well the human needs of the building’s in- 
habitants are met with less energy.” An 
energy conservation program that does 
not take user needs into account will be 
prone to failure. “Within the spectrum of 
the building industry, architects specifical- 
ly are the design professionals trained to 
evaluate physical environmental needs as 
they relate to people.” 

There are omissions regarding design 
in the regulations, Buehrer said. Between 
the analysis and the actual construction 
measures, “there is no mention as to how, 
when or by whom actual designs, in the 
form of construction documents, are to be 
obtained.” The measures are complex and 
cannot be bought off the shelf, but must 
be carefully designed, detailed and speci- 
fied for obtaining bids. 

Earlier, Richard G. Stein, FAIA, had 
testified on the rules for energy audits. He 
said that AIA’s concern is the workability 
of the program in the framework of exist- 
ing building industry practices. The pro- 
gram to carry out the regulations “has a 
very short timetable and limited funds. 
The building industry is huge and notori- 
ously resistant to change. A regulatory 
system which does not achieve some work- 
able accommodation with existing indus- 
try configuration is prone to failure.” He 
said that AIA questions whether the regu- 


In recent testimony before the Depart- 
ment of Energy, AIA expressed deep con- 
cern about the language of the preliminary 
regulations for technical assistance audits 
under the National Energy Act, passed 
last November (see Dec. ’78, p. 20). 
DOE has established that the minimum 
requirements for technical assistance 
audits of schools, hospitals and public 
buildings be performed by professional 
engineers or architect/engineer teams, 
making no mention of architects per se as 
qualified auditors. Under the program, 
it is required that a detailed analysis be 
performed in order to determine the cost 
effective potential for energy conservation. 

Huber Buehrer, AIA, who serves on 
AIA’s energy steering committee and is 
chairman of the energy budget task force, 
testified for AIA that the wording “‘is 
wrong.” It is not understood, he said, why 
professional engineers are singled out to 
design building modifications and licensed 
architects are not. This is contrary to the 
regulatory system in all 50 states. And, 
in accordance with the National Energy 
Conservation Policy Act, all the partici- 
pating states have listed licensed archi- 
tects as well as engineers as qualified 
energy auditors. “Designating a subgroup 
of those licensed by the states as eligible 
energy auditors will severely restrict the 
total number of those who can directly 
participate in the technical assistance 
program,” he testified. 

Further, Buehrer said, the exclusion 
of architects as acceptable prime contrac- 
tors runs counter to industry practice and 
threatens program coverage and assist- 
ance. In the case of schools and hospitals 
in particular, architects have been prime 
contractors. Architects, he said, are 
trained to function as generalists in the 
coordination of work by specialists and in 
working with clients, often a committee 
of doctors or a school board. The denial 
of the architect of the opportunity to work 
directly with the client “will create a gap 
in the chain of existing industry relation- 
ships,” he said. The proposed schools and 
hospitals regulations “would change the 
auditor qualifications at midstream. .. .” 

Those schools and hospitals which 
have already moved ahead in the initiation 
of energy analyses with architects “will 
now discover that work done to date, con- 
forming with prior ongoing government 
programs, does not qualify as the basis for 
continuing to implement an energy retrofit 
under this new assistance program,” 
32 AIA JOURNAL/MARCH 1979 


with the enduring elegance of Anso-x nylon. 


are engineered for superior performance. 


e ANSO-X “reduced soiling” fibers for outstanding 
appearance retention. 

e Permanent static control. 

e Rigorous performance tests, including a 100,000 
tread floor test for every cut-pile style. 

e The strongest wear and static guarantees in the 
industry; a lifetime anti-shock guarantee as well as 
free replacement if any portion of the carpet 
wears more than 10% in 5 years. That's the 

Allied Chemical Guaranteeth™. .. the Guarantee 
with teeth. 


NaturaLuster for the look of wool. The toughness of 
nylon. And for everything else you specify carpet 
for. Available in posh plushes, tasteful tweeds and 
prestigious patterns. 


Come ... join the revolution . .. it's getting under 
way at all the best mills. 


Ask your Carpet Resource or contact Allied 
Chemical Corporation, Commercial Carpet 
Specialist, 1411 Broadway, New York, NY 10018, 
(212) 391-5079 


NaturaLuster brings the classic look of wool to 
the commercial carpet market, in sturdy, easy 
care nylon. 


NaturaLuster is the newest of ANSO-X commercial 
grade fibers, with the closest-to-wool look 
available in nylon. The attractively natural luster of 
fine wool — at much less than the cost of wool, 
but with the superior durability of nylon — and 
featuring the special depth and richness of color 
that sets all ANSO-X yarns apart. 


NaturaLuster advances the scope and versatility of 
commercial carpet a giant step ahead, by 
combining the beauty of wool with the superior 
performance of ANSO-X nylon, the most durable 
carpet fiber available. Stubborn resistance to dirt, 
stains, and soiling. Remarkable resilience. And 
easy maintenance. 


NaturaLuster is yet another facet of ۰ 
A revolutionary new movement in floor design, 
brought to you by Allied Chemical and the 
leading manufacturers of commercial carpet. 


But the real beauty of ANSO-X is that all 
commercial carpets made with ANSO-X nylon 


ANSO-X means enduring elegance 


0 Ann 0س‎ NY 


834 NaturaLuster 


rantee With Teeth ™ 
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The only true Perlite/Urethane/ 
Perlite sandwich insulation. 


State 


۱ GREFCO, Inc./Building Products Division, 3450 Wilshire Bivd., Los Angeles, I 
1 

I 0ئ‎ ۱ 

À Please send me a free sample of Permalite Pk Plus Roof Insulation. : 

y Name Title | 

i Company - 

: Address I 

1 City 1 

1 

1 

1 

| 

1 


PERMANE 
PK PLUS 


Sweets File 7.15/Gr. 


New, more efficient, long-lasting Permalite Pk Plus is FM 
approved for class 1 insulated steel deck construction and for 
windstorm resistance classifications 1-60 and 1-90. 

What makes Permalite Pk Plus so great? 


E Permalite Pk Plus is a true, chemically bonded 3-part composite sandwich of perlite, 
urethane and perlite in which the rigid, urethane core is protected from extreme temperature 
fluctuations. 


C] in hot weather and long exposure to sun, the top perlite layer with its Sealskin® surface helps 
protect the BUR from excessive loss of oils and natural elasticity. 


0 Permalite Pk Plus helps keep the urethane warpfree and 51۲9551799. can be applied at 
normal application temperatures. 


C] Permalite Pk Plus is fire rated...dimensionally stable...and = liti 
proven in hundreds of installations. erma l 0 


Integral Sealskin® treatment of top perlite layer provides GREFCO, Inc. /Building Products Division 
resistance to bitumen soakup and superior bond of poe کا کی اسیج‎ SETIEN 

: : ۲ shire Blvd. Los Angeles, 
roofing felts to insulation. National Sales Office: 2905 Butterfield Road 


Oak Brook, IL 60521—(312) 654-4500 
acd A subsidiary of General Refractories Company. 
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Architect: Albert R. Seyranian, A.LA., Architect & Associates. 
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For more information about 
Ruf-Sawn Redwood Plywood and 
other fine exterior sidings, write 
Simpson Timber Company, 900 
Fourth Avenue, Seattle, WA 98164. 


Custom Redwood Plywood 


Simpson 
Circle 39 on information card 
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There’s just no other wood 
with the same combination of 
warmth, distinction and natural 
insulating abilities. Or its remark- 
able ability to resist weathering. 

And consider all the structural 
advantages. Redwood plywood 
gives you both the strength and the 
convenience of plywood. It’s easy 
to handle. It’s lightweight, with no 
need for additional sheathing. And 
compared to solid redwood, it’s 
extremely economical. 

Beautiful buildings start at the 
blueprint. Specify Ruf-Sawn 
Redwood Plywood. 


pe 


Simpson 
blueprint into a landmark. 


Unique and beautiful buildings 
start out differently from other 
buildings. 

Not only in design. But in the 
materials you choose to make them 
a reality. 

Simpson Ruf-Sawn Redwood 
Plywood provides that kind of 
inspiration. For all kinds of jobs, in 
all kinds of situations. 

Part of it is because of 
redwood’s special mystique. 
Whether you’re designing for 
homebuyers or commercial clients, 
people respond to redwood as 
they do to no other material. 


[MESON OUCH SAWN 
1 YWOCD GROOVE @ 


کوت 
TYF‏ 


Most schools weren't built for wheelchairs. 
That's why Dover developed add-on elevators. 


When you're faced with the problem of providing upper-floor Traction Elevators for conventional service or with special 
access to wheelchair students, call Dover. features to aid the handicapped. 
We've developed special elevators for this situation. They Your local Dover Elevator representative can help you 
can be added easily and economically to an existing two or plan an elevator installation to meet your special needs. Call 
three-story building, usually in a stairwell or at the end of him. For catalogs write 
a building corridor. Dover Corporation, Elevator 
Car size will handle wheelchairs. Operating buttons are اہ‎ Division, Dept. G, P.O. Box 
easy to reach. Emergency lighting and alarm systems are i 2177, Memphis, TN 38101. 
standard equipment. Car interior finish is attractive yet utili- =i af ۵ In Canada: 126 John St., 
tarian, with stainless steel and baked enamel finishes for a ۲چ‎ Toronto M5V2E3, Ontario. 
durability and easy maintenance. ےت‎ 
Known as the IVO Elevators, these inexpensive models 
are pre-engineered for fast shipment and fast installation. er 
They can be used in new as well as existing buildings. cee | 1 
For taller buildings and larger capacities Dover has ۰ 1 à The elevator 
a complete range of other pre-engineered Oildraulic and » innovators. 
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One of the tasks of the program was 
a review and updating of the 1962 “Guid- 
ing Principles for Federal Architecture.” 
The federal architecture project, headed 
by Lois Craig (see June 78, p. 20), has 
resulted in major reports and the recent 
book The Federal Presence, published by 
MIT Press (see Jan., p. 71). 

The program was also instrumental in 
the passing into law the Public Build- 
ings Cooperative Use Act of 1976. It 
initiated a collaborative effort with the 
Civil Service Commission to make the 
system more responsive to the govern- 
ment’s need for talented designers. The 
program also, among its many other activ- 
ities, maintains the architects-in-schools 
programs in 32 states. This project is 
funded through local state arts agencies. 


For the Visual Arts: 
Christo, Rudofsky and Siegel 


No less a celebrity than Snoopy, Charlie 
Brown’s dog in the comic strip, has recog- 
nized the artist Christo (whose unused 
first name is Javacheff). Last November, 
Snoopy commented that he remembered 
“when Christo hung the ‘Valley Curtain’ 
in Colorado,” adding in another frame of 
the comic strip that he “loved the ‘Run- 
ning Fence’ in California (photo p. 48) 
and the ‘Wrapped Walkways’ in Kansas 
City.” Wondering what the artist would do 
next, Snoopy found his famed doghouse 
wrapped from top to bottom. Snoopy 
would approve the selection by AIA’s jury 
on Institute honors of Christo as the 1979 
winner of a medal for artists and crafts- 
men whose work is related to architecture, 
to be presented at the AIA convention 

in June. 

Somewhat like the beautiful sand paint- 
ings of Indian artists, Christo’s art proj- 
ects often come into being, live in glory 
for a time and then are dismantled with- 
out any harm to the natural landscape. 

Christo, a native Bulgarian, established 
residency in New York City in 1964. He 
has had one-man shows of his art in 
many parts of the world, including Argen- 
tina, Australia, Belgium, Denmark, Eng- 
land, Holland, Italy, Switzerland, West 
Germany and the U.S. The AIA jury said 
of his work that his “bold artifacts in the 
landscape—hangings, fencing and wrap- 
pings—are on the scale of large elements 
of nature and major works of man’s engi- 
neering efforts. They are considered to 
have a special message for the architect 
as well.” 

Among his projects is “Wrapped 
Coast,” Little Bay, Australia. The cliff- 
lined shore was wrapped for about a mile 
and a half in length. The wrapping was 
85 feet high on the cliffs to the north and 
at sea level on the southern part of the 

» The Institute continued on page 48 
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Douglas Haskell, FAIA, although never 
a practicing architect, has devoted his 
life to the cause of architecture. His “per- 
ceptive, rational and pungent criticism,” 
as one admirer has said, has put its stamp 
upon architecture. During his 50 years 
of service to the profession, he has been 
managing editor of Creative Art magazine 
(1928), associate editor, contributing 
editor, senior editor and editor of 
Architectural Record (1929-49), archi- 
tectural critic of The Nation (1930-46), 
architectural editor, editorial chairman 
and editor of Architectural Forum (1949- 
64) and contributing editor to the Forum 
and Architecture Plus until their demise. 

He once described the work of an 
editor of an architectural magazine as 
having a great deal to do besides writing 
copy. “He gets the writing done by staff, 
and to tell the truth when they are a 
crackerjack staff such as held itself to- 
gether largely at the Forum after the death 
of the great editor-publisher Howard 
Myers, they contribute a great many ideas 
and what the editor is doing is to try 
maintaining a line and taking responsi- 
bility—that’s much like the work of a 
head of an architectural firm!” 

The colleague and friend of such re- 
markable innovators as Clarence Stein, 
Henry Wright, Lewis Mumford and 
Frank Lloyd Wright, Haskell’s influence 
has extended beyond architecture to 
urban planning and historic preservation. 
Author of a comprehensive report on 
Clarence Stein’s role in the Kitimat new 
town project, Haskell was a member of a 
Stein commemorative committee in 1976. 

He has lectured at universities through- 
out the U.S., has been an adjunct pro- 
fessor at institutions of higher learning, 
including Pratt Institute and Columbia 
University and has served on many com- 
mittees established by universities. The 
recipient of many awards for his devotion 
to the profession, his national public con- 
tributions include the vice presidency of 
the architectural advisory committee for 
the Public Housing Administration, a 
panel member of the President’s Commis- 
sion on National Goals and member and 
report editor for President Kennedy’s 
council on Pennsylvania Avenue, Wash- 
ington, D.C. 

The National Endowment for the Arts’ 
architecture, planning and design program 
was organized in 1966, making its first 
grants the following year. Over the subse- 
quent years, it has made almost 2,000 
grants totaling more than $21 million. 
The program has reached out nationwide 
in its efforts in conservation and research 
projects, design and planning studies, 
films and publications, exhibitions and 
fellowships. Its goals are “to encourage 
contributions to the betterment of design 
in America and to make our homes, places 
of work, cities and towns more livable.” 
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1979 Medalists 


For Inspiration to Profession: 
Entenza, Haskell, Endowment 


AIA gives medals on an annual basis to 
individuals or organizations who have 
inspired or influenced architectural prac- 
tice. The 1979 winners in this category 
are John Entenza, Hon. AIA, Chicago; 
Douglas Haskell, FAIA, New York City, 
and the National Endowment for the Arts, 
Washington, D.C. 

Entenza, awarded an honorary mem- 
bership in AIA in 1967, also received a 
distinguished service citation in 1959 
from the California Council/AIA and a 
special award in 1974. During the period 
when he was owner, publisher and editor 
of Arts & Architecture (the early 1940s 
to 1960), he brought many unknown 
architects with talent to the attention of 
the public. 

In 1945, he widened his influence on 
architecture through the “case study 
house program,” commissioning houses 
by talented architects and giving them 
complete freedom to experiment with 
form and materials. There were 23 houses 
built in 17 years. The program, said 
Esther McCoy in her book Case Study 
Houses, 1945-1962, “created both an 
appreciation on the part of the layman for 
good design and a quickened understand- 
ing of the architect for his public.” 

In 1960, Entenza became director of 
the Graham Foundation for Advanced 
Studies in the Fine Arts in Chicago. He 
changed the foundation’s thrust from 
simply a fellowship program to a broader 
one in support of architecture, buttressed 
by exhibitions, publications, lectures and 
symposiums. Support was given as well 
to university projects which later became 
permanent programs, an example being 
the division of building research at the 
University of Southern California. Under 
Entenza’s leadership, the foundation 
played a key role in the establishment of 
the Institute for Architecture and Urban 
Studies, New York City. 

The emphasis of the foundation with 
Entenza at the helm, according to a foun- 
dation statement, was upon the “graduate 
student and the younger creative architect 
in attempting to aid in the formulation 
of ideas of potential importance not only 
to individuals in the profession, but also 
in the development of those facilities and 
skills necessary to find answers in terms 
of the expanding demands of the social 
environment.” Entenza is now director 
emeritus of the foundation. 


کا ۱ ایس ہ۔ me‏ 


High finance under a Celotex® Reveal Edge ۵ ceiling. English 101 under a Celotex® Mineral Fiber Fissuretone ceiling. 


Artichokes for two under a Celotex® LeBaron 


ceiling. Waiting for the dentist under a Celotex® Reveal Edge Fissuretone ceiling. 


f ceilings than anybody 
hop, love and laugh under. 
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impressing clients under a Celotex® Marquis ceiling. 
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WHY COAT STAINLESS STEEL? 


As nearly all architects are now aware, 
TCS (Terne-Coated Stainless Steel) is chrome- 
nickel stainless coated on both sides with an 
80% lead/20% tin alloy. 

But the question may still remain as to why 
any coating of stainless is desirable. 

In the first place, the application of such a 
coating creates an end product which is 
demonstrably superior to both stainless and 
copper in durability and corrosion resistance. 
secondly, TCS weathers to an attractive and 
uniform warm gray. Stainless, on the other 
hand, retains its original bright finish 
indefinitely, while the weathering of copper 
has been highly unpredictable in recent years. 
TCS also solders perfectly without special 
preparation whereas copper must be pretinned, 
and stainless requires a time-consuming and 
relatively costly procedure to obtain a leak- 
proof joint. Furthermore, TCS, unlike copper, is 
neutral toward other metals, and wash-off from 
it will not stain adjacent surfaces. 

Expressed in the simplest terms, where 
roofing and weathersealing are involved there 
is no standard architectural metal available in 
the world today, including stainless and 
copper, which can match TCS in its 
performance characteristics and built-in 
safeguards against failure. 
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The beholder sees the beauty of the real wood floor. 
But only you know 
GenuWood" costs less and lasts longer than vinyl. 


Why sacrifice beauty for cost? Or ease of main- 
tenance for durability? Particularly when you can 
have everything you want in a GenuWood 

real wood floor. 

You only have to see a GenuWood installation 
to appreciate its beauty. A warmth and luxury 
that is a positive influence on those who work, 
shop, or simply enjoy a pleasant meal. 

But what also should please you is GenuWood’s 
low cost. For you can easily impress others when 
you tell them that GenuWood is 20% less expen- 
sive based on life cycle costs than ordinary 
floors of vinyl. 

Yet is GenuWood easy to maintain? Yes. 
Actually easier than viny] tile, terrazzo, even 
other wood floors. Because of what you don’t see. 
GenuWood’s real wood veneers are protected — 
as no other floor is protected — by a thick surface 
layer of permanently bonded, moisture resistant, 
pure transparent vinyl. (A wear surface of 20 mils. ) 
The result is a showcase wood floor that can very 
easily be kept looking fresh simply with a damp 
sponge mop. Plus you never have to refinish a 
GenuWood ۰ 

And for durability, GenuWood is untouched by 
vinyl. There’s four to five times more wear in 
a GenuWood floor. 

Everything you should know about GenuWood 
— including samples, interior design ideas, and 
architectural assistance — is a free phone call 
away. For the name of your local GenuWood 
representative call Sweet’s toll-free Buyline, 
800-255-6880, or write to us at the address below. 
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Gump’s, San Francisco, California 
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Royal Orleans, French Quarter 


Boston Financial Data Services, Boston, Massachusetts 
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22 West State Street, Media, Pa. 19063 (215) 565-1575 
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You can minimize that risk with 
Owens-Corning Perma Ply-R built- 
up roofing membrane. 

Like that very expensive 3,000- 
lb. car it is lifting, Perma Ply-R is 
engineered for top performance. 
Produced by a unique patented 


This demonstration of strength is roofing system is often subjected to 
actually a piece of cake for Perma enormous strain. Rapid tempera- 
Ply-R**, Owens-Corning’s unique ture change can exert enormous 
continuous-strand roofing mem- stress. Normal building movement 
brane. In fact, it's the strongest roof- and shifting also add to the strain. 
ing felt you can buy. This can cause a roofing system 
Why is strength so important? A to split. And that can be big trouble 
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systems. Or if you want more 
information on Perma Ply-R roofing, 
write to H.L. Meeks, Owens- 
Corning Fiberglas 
Corp., Fiberglas 
Tower, Toledo, 
Ohio 43659 


BERGLAS 
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Ply-R meets the tensile strength 
requirements of ASTMD2178 Type 
Iv. Shouldn't you be using 6 
strongest roofing felt you can buy? 
Call your local Owens-Corning 
representative and ask him about 
our Perma Ply-R built-up roofing 


ade of strong continuous glass 
er strands that give it great longi- 
tudinal and transverse strength. 
Because of this, Perma Ply-R 
outperforms any other roofing 
membrane you can specify. Perma 


For Individual Projects: 
Peterson and Rasmussen 


Charles E. Peterson, FAIA, of Philadel- 
phia and Steen Eiler Rasmussen, Hon. 
FAIA, of Denmark have been selected by 
the AIA jury on Institute honors to re- 
ceive 1979 medals awarded to individuals 
or groups responsible for a specific project 
related to architecture. Peterson is cited 
for his role in the development of the His- 
toric American Buildings Survey (HABS), 
although the jury said that the “totality 

of his pioneering efforts to record and 
preserve our architectural heritage is 
worthy of recognition.” Rasmussen’s book 
Experiencing Architecture was described 
by the jury as a “noteworthy contribution, 
valuable to layman and architect,” as 

well as to young people contemplating a 
career in architecture. 

The concept of HABS, originated by 
Peterson in the days of the Depression of 
the °30s, is a long-range program for 
assembling a national archive of Ameri- 
can architecture. 

An article by Ernest Allen Connally in 
this magazine (May 1961) tells how 
Peterson, then chief of the branch of plans 
and designs for the Eastern division of 
the Interior Department's office of na- 
tional parks, buildings and reservations, 
prepared the HABS proposal on a Sunday 
afternoon in November 1933. Within two 
weeks, it had been adopted by Harold 
L. Ickes, secretary of the Interior, and 
field work was in process before the year 
was out. 

A “tripartite agreement” formally went 
into effect in July 1934. The three co- 
operating agencies are the National Park 
Service, which administers the survey and 
conducts the field work; AIA, which 

The Institute continued on page 120 


Guggenheim fellowships, he has taught at 
American and European universities. 

Rudofsky’s most recent book was The 
Prodigious Builders, widely acclaimed by 
critics (and cited by this magazine as one 
of the outstanding architectural books of 
1977). His book Streets for People also 
drew wide praise. Among his other books 
are Behind the Picture Window, The 
Kimono Mind and Architecture Without 
Architects. 

Siegel, who died in 1978 (his medal 
will be presented to his wife at the AIA 
convention), had a long careeer as a doc- 
umentary photographer and professor of 
photography. A native of Detroit and edu- 
cated as a sociologist, he began experi- 
menting with documentary photography 
in the early "305, pioneering in the use of 
35 mm color. He worked for several gov- 
ernment agencies, including the aerial 
photography division of the U.S. Air 
Corps. He received literally thousands 
of commissions for photography from 
New York Times-Wide World and such 
magazines as Time, Life, Fortune and 
Sports Illustrated. 

Siegel lectured at many universities; at 
the time of his death, he was head of the 
department of photography at the Illinois 
Institute of Technology’s institute of 
design. 

Siegel’s work is in the permanent col- 
lections of many museums of art, includ- 
ing the Art Institute of Chicago, the Mu- 
seum of Modern Art in New York City, 
the Boston Museum of Fine Arts and the 
Pasadena (Calif.) Museum. It has been 
widely exhibited in this country and a- 
broad in one-man shows, a recent exhibi- 
tion (1977) at the Museum of Contem- 
porary Art in Chicago being titled “The 
City and the Photographer.” He edited 
Chicago’s Famous Buildings, published 
by the University of Chicago Press. 


The Institute from page 41 

beach. The wrapping was of synthetic 
woven fiber; it was tied to the rocks by 35 
miles of polypropylene rope. The wrap- 
ping, on which many persons worked, in- 
cluding 15 professional mountain climb- 
ers, remained in place for 10 weeks, and 
then the site was restored to its original 
condition. 

“Running Fence,” admired by Snoopy, 
was 18 feet high and 24.5 miles long, ex- 
tending east and west near a freeway 
north of San Francisco, The project 
caused 18 public hearings, three sessions 
with California’s superior court and the 
preparation of a 450-page environmental 
impact statement. Made of 165,000 yards 
of heavy woven white nylon fabric, it was 
hung from a steel cable strung between 
2,050 steel poles. Each pole was em- 
bedded three feet into the ground without 
use of concrete. Removed after 14 days, 
the art project left no visible mementos 
on the hills of Sonoma and Marin counties. 

“Valley Curtain” in Rifle, Colo., took 
28 weeks to complete. It had 20,000 
square feet of orange woven nylon fabric. 
The curtain was suspended at a width of 
1,313 feet, with its height curving from 
365 feet at each end to 182 feet at center. 
Twenty-eight hours after the art was 
finished, a gale estimated to exceed 60 
miles per hour forced the start of its 
removal from its dramatic site. 

“Wrapped Walkways” in Kansas City 
consisted for 136,268 square feet of saf- 
fron-colored nylon cloth covering 104,836 
square feet of space in a park with formal 
walkways and jogging paths. Among those 
who worked on the project were four pro- 
fessional seamstresses who used portable 
sewing machines to complete the sewing 
of more than 52,000 feet of seams and 
hems sewn beforehand in a West Virginia 
factory. The cloth was secured in place by 
34,500 steel spikes. The project was dis- 
mantled 12 days after completion. 

AIA’s 1969 awards to illustrators and 
recorders of architectural accomplish- 
ments go to author Bernard Rudofsky 
and, posthumously, to photographer 
Arthur 5. Siegel. The jury praised the for- 
mer for his “special eye for the qualities 
of popular architecture and for the spaces 
within man’s cities.” Siegel, the jury said, 
did pioneering work in the documentation 
of architecture. His work, especially in 
Chicago, was praised by the jury as 
“outstanding.” 

Rudofsky, born in Austria, studied ar- 
chitecture and engineering in Vienna. Liv- 
ing and working in Brazil, he has been an 
intermittent resident of New York City 
since 1935, A winner in 1940 of the Mu- 
seum of Modern Art’s inter-American 
design competition, he has designed many 
exhibits for the museum, among them 
“Textiles USA” (1956) and “Architecture 
Without Architects” (1964). The recipi- 
ent of Ford Foundation, Fulbright and 
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begins with the best loadbear- 
ing block —for maximum 
strength, minimum shrinkage, 
for interior or exterior use, above 
or below grade providing ... 


No peeling, blistering, crazing 
or cracking; high impact 
resistance. 


Meets most stringent require- 
ments for flame spread and 


Fire ratings from 1 to 4 hour. smoke density. 


Excellent sound transmission 
loss. 


U-factors almost doubled with 
the easy addition of insulation in 
the large cores. (Moreover, the 
mass of exterior masonry helps 

= to maintain a uniform 


temperature). 


Standard interior colors won't 
fade. VARI-TONE™ colors are 
especially resistant to color 
change on the exterior. 


Factory applied facing not 
subject to variables of on-site 

applications. Accurate 
dimensions speed installation 
and improve appearance. 


Meets the most 
exacting requirements for 
glazed surfaces. 


... and reaches a new high with 
SPECTRA-GLAZE" facing. 


Integral bond; can’t come off. 
"Reg. U.S. Pat. Off., 


Minimum maintenance. Canada & other countries by 


No refurbishing. THE BURNS & RUSSELL CO., 

Box 6063, Baltimore, MD 21231 
No change on exposure to 301/837-0720 
most chemicals. 4.4/Bu in 5 


THE PERMANENCE OF GLAZE THE ECONOMY OF BLOCK 
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PRE-FACED GLAZED MASONRY UNITS 
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and fogged up. 


And testing showed that humidity and 
UV exposure, which caused polysulfide 
sealant to fail in as little as two months, had 
no effect on GE IGS-series silicone sealant 
after nearly a year. 

That's why architects and building 
owners specify insulating glass sealed with 
GE IGS-series silicone sealant for fog-free, 
energy-efficient windows. For full data, 
write: Section 445, Silicone Products Dept., 
General Electric Co., Waterford, N.Y. 12188. 


The GE Silicone Seal. 
For insulating glass, 
it’s the difference 
between clear 


Insulating glass fogs and 
its energy efficiency suffers when 
the sealant fails. But General Electric IGS- 
series silicone sealants are formulated for 
dual-seal units. So they keep their bond 
long after organic sealants give out. 

GE silicone maintains a strong, flexible 
bond even under prolonged ultraviolet and 
moisture exposure, ozone attack, temper- 
atures of — 40°F to +20096 years 
of stress and joint movement. 


GENERAL ($6 ELECTRIC 
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is closer to being 
KANSAS ORT 0 
graphical center of 


the country than any other American metropolis. It is also 
close to the middle of the nation’s 50 largest cities in terms of 
population. 

Centrality has had a great deal to do with Kansas City’s 
destiny. It has been trading post, East-West way station, agri- 
cultural marketplace. And now, in the heart of the American 
breadbasket to the world, it sees its future as a capital of inter- 
national agribusiness. 

It has also become one of the jet-age convention and meet- 
ing centers, helped by the fact that it is equally convenient to 
all corners of the country. In this role it is like Atlanta, and 
there are other resemblances as well. Both cities have unusu- 
ally extensive square mileage of pleasant to plush residential 
areas close to their ever-higher-rising cores. And the citizens 
of both voice a pride and satisfaction in their cities that can 
approach boosterism. 

Our intention in this issue is not to join the boosters, but to 
examine this metropolis in the middle as an urban phenom- 
enon. There are, of course, two Kansas Cities in the metro- 
politan area, one in Kansas and one in Missouri, separated by 
two mighty rivers and a wandering, less natural boundary line 
(and, over time, by passion and politics). We concentrate here 
on Kansas City, Mo., because that is the area’s dominant core 
(Kansas City, Kan., is a spreading, low-profile place without 
much of a core at all). 

This is largely an outside view, although the next introduc- 
tory voice, on following pages, is that of a native son. But it is 
emphatically not a Washington view of an interior province. 
The other writers and editors of the issue hail, respectively, 
from the Far West, South, East and Midwest, offering a cross- 
sectional view of this crossroads city. D.C. 
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Where the Pioneers’ 
Hopes Were Highest 


As it assumes metropolitan maturity, Kansas City 
retains its small town optimism. By Brian Miller 


Kansas City has always been Western, always a cowtown, but 
not so much in the Far West sense. References to Wyatt Earp 
and Bat Masterson and all the colorful draw-and-shoot business 
are rather overdone. Nor is the city, as New Yorker writer and 
Kansas City native Calvin Trillin would put it, one of your 
“Texas big-shot cowboy cowtowns.” This is where the West 
begins, where unencumbered by the region’s harsh realities, the 
hopes of embarking pioneers were highest. 

Just northwest of downtown is the Great Bend in the Missouri. 
The river swerves to the north at this point. Broadly speaking, it 
was here, far in the interior, that the Westward Movement step- 
ped off the steamboats and boarded wagons. 

Kansas City originated in the 1840s as a river landing used by 
merchants and traders from Westport (now Westport Square). 
Building on the evidence of mounting stacks of freight on the 
levee and bulging warehouses and the whole commotion of 
steamers making port and clattering wagons and mule teams, it 
became a boom town. By the late 1850s it had outstripped both 
Westport and nearby Independence (famous later as Harry 
Truman’s home town), as well as other rival hamlets. The life- 
blood of all such towns was commerce: the trade with Santa Fe, 
the fur trade, supplying mountain miners and military posts and 
outfitting emigrants bound for Oregon, Utah and California. 

But the future meant railroads, then radiating from the East. 
And like its competitor-towns, Kansas City pictured itself at the 
hub of an implausible network of tracks. Then in 1869, it se- 
cured the first bridge over the Missouri, and by 1877 handled 12 
main lines. Twelve is also the number of railroads operating here 
today, in addition to which there are 193 common carrier truck 
lines, 10 barge lines and the nation’s largest foreign trade zone. 

An approach to Kansas City history is to consider the role of 
borders. For example, there is the obvious border with Kansas, 
on the west. Prior to 1854, it was Indian country, a crazy quilt 
of reservations to which tribes from as far east as New York had 
been shunted. That year, however, the Kansas Territory was cre- 
ated, opening the area to settlement. It also brought national at- 
tention to the issue—to be decided by popular sovereignty—of 
whether Kansas would enter the Union as a free state or, like 
Missouri, as a slave state. Bloody clashes between free staters 
and Missouri “border ruffians,” besides inhibiting trade, drama- 
tized Kansas City’s own conflict between its Southern sympa- 
thies and the need for Eastern (abolitionist) capital. 

Kansas City’s proximity, by rail, to both the corn belt and 
Western rangelands—another kind of border—stimulated its 
role as a livestock and packing center, beginning in the 1870s. 


Mr. Miller is a native and resident of Kansas City and a free 
lance writer. His treatise on prairie architecture accompanied 
Patricia Duncan’s photographs on these pages in July 1976. 


Photographs by Patricia Duncan 
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Perhaps the most interesting “border” Kansas City has strad- 
dled is that between town-status and city-status. When does a 
town become a city? How can you tell? The charter of 1850 
reads the Town of Kansas, but in a second charter three years 
later, the name had been switched to City of Kansas. Why? As 
late as 1900, Kansas City had the distinction of being the largest 
city between St. Louis and San Francisco. But cities were smaller 
then; San Francisco was the size of present-day Wichita. Kansas 
City had a population of 163,000. In his 1925 novel, An Ameri- 
can Tragedy—which opens in Kansas City—Theodore Dreiser 
wrote: “Crossing at right angles the great thoroughfare on which 
they [the Griffiths] walked, was a second canyon-like way, 
threaded by throngs and vehicles and various lines of cars which 
clanged their bells and made such progress as they might amid 
swiftly moving streams of traffic.” This sounds urban enough, 
but then Kansas City didn’t get around to acquiring an art gal- 
lery, a symphony or a university until 1933. On the other hand, 
whereas the population peaked in 1970 at only 507,000 (and a 
drop over 9.7 percent since), ghetto riots here in 1968 were just 
as tragic and devastating as in other cities. 

In 1972, the city and the chamber of commerce launched a 
public relations campaign, called “Prime Time,” to increase 
Kansas City’s visibility nationally. Research had shown that the 
country had no impression of the city at all—which, in an age 
that requires everything have an “image,” was intolerable. Nev- 
ertheless, civic leaders were tired of living with the city’s third- 
rate status, perceived or not, and apparently felt that the city’s 
$3.2-billion construction boom entitled it to the front rank. The 
campaign, through local advertisements and articles in national 
magazines, promoted Kansas City’s “livability,” its clean air, 
friendliness, lack of congestion—things any small town can offer.. 
At the same time the promotion attempted to convey the impres- 
sion that Kansas City had glamour, sophistication, was a city “to 
watch,” one of the “hot cities”—in effect, a great city. And while 
the campaign has certainly gotten its message across nationally, 
the most remarkable result to come out of it is how Kansas City 
has swallowed its own fluff. It seems almost impossible to chat 
with anyone here very long before “greatness” falls from his lips. 

Of course, the chief motivation behind the Prime Time cam- 
paign was to attract new business, at which it has been successful. 
The chamber claims to have brought 53 firms here as a result of 
the promotion (actually 31 to within the city limits). But one 
wants to reply: It’s about time. Businesses leaving town is a 40- 
year tradition here. 

Where the Prime Time movers and shakers ( public and pri- 


Visions of a city versus tendencies toward sprawl. 


Also that decade, hard red winter wheat, the bread-making vari- 
ety, was begun to be cultivated in Kansas. For years Kansas City 
represented the largest feeder cattle market in the world, But 
packing and stockyard activity here have fallen off dramatically 
in recent decades, mainly because of the introduction of feedlots 
and irrigated feedgrain production to the high plains—where the 
cattle are. Meanwhile, hard wheat marketing at the Kansas City | 
Board of Trade has soared in the last seven years, reflecting a 
jump in world food demand. 

Still another border is the line dividing the country’s east and 
west halves. Some of Kansas City’s characteristic optimism can 
probably be traced to the hopes of pioneers headed West. In 
1900, three months before the Democratic national convention, 
the city’s convention hall was destroyed by fire. Incredibly, the 
hall was rebuilt in 90 days. 

But small town zeal has an underside, which is credulity. Dur- 
ing the ‘20s and "305, Kansas City was in the grip of one of the 
most powerful political machines in U.S. history. Boss Tom Pen- 
dergast literally ran Kansas City, and the city itself ran loose. It 
was a haven for gambling, prostitution and the underworld. The 
downtown area was quite a tenderloin, where bars, nightclubs, 
gambling dens, speakeasies and bawdy houses flourished. It also 
attracted a cluster of remarkably talented jazz musicians— 
among them Count Basie, Lester Young, Joe Turner and Mary 
Lou Williams. 

Pendergast was a builder, however. During the regime a num- 
ber of public works projects were undertaken—City Hall, Jack- 
son County Court House, Municipal Police Building, Municipal 
Auditorium and others (the cement for some of which, it turns 
out, was poured by Pendergast’s own Ready-Mixed Concrete 
Co.). Another builder of the period was J. C. Nichols (page 69), 
best known for the famous Country Club Plaza, that curious 
prototype of the shopping center. 

It wasn’t until Pendergast’s conviction for income tax evasion 
in 1939 that the regime fell apart, although there were cries for 
reform as early as 1932. In his book, The Year of Decision: 
1846, Bernard DeVoto observed: “A fixed part of the frontier 
experience was the inevitable conflict between the ‘butcher-knife 
boys’ and the elements of respectability, the pitched battle be- 
tween the lawless of the frontier and the frontier as a developing 
social stability.” In 1940, Kansas City at last went respectable. 
After World War II the city annexed madly, fanned out, built 
freeways and sapped its personality dry. 
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Now hear a forward-thinking civic leader 119 years later, in a 
bicentennial essay: “America’s continental boundaries are fixed, 
and every city facing a major body of water . . . is hemmed in on 
at least one side. . . . Our metropolitan area has no such limita- 
tion, and will expand for many miles in every direction. . . 3g 

The men who built this town, who gave it its start, dreamed of 
cities. The men who run it now dream of infinite sprawl. 

It can hardly be doubted that Kansas City was meant to be a 
city. Whether it will ever look like one is a question. The city 
has grown into a patchwork of suburbs, new and old. Population 
densities have never been at all high. The latest figure of 1,452 
residents per square mile (1976 census estimate) is still among 
the lowest of major U.S. cities. 

Just about everything here—homes, churches, branch banks, 
30-story City Hall itself—stands singular, set apart, abstracted 
by a moat of grass. “Townscape” tends to be another strained 
term. Kansas City seems to have been predisposed toward 
Radiant City notions: Even the loftiest apartment towers have 
lawns. Private space generally comes in lots, extends to the 
curb. Thus it exacts quite a toll on the success of public space. 
The blocks of shirtwaist houses and bungalows and cottages 
go on and on. It is a city of interiors. O 
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Left, the Town of Kansas, about 1850, the year it was granted a 
charter. Above, today’s city, where the Kansas and Missouri 
Rivers meet. Downtown rises south of the Missouri (upper 
right); Crown Center is a dozen blocks south (center right). 


vate) have put their chips indicates a new definition of urban 
“greatness.” All that is required are new sports stadia, a new 
convention center and sports-rock arena, an “international” air- 
port and a few additional office towers and hotels. Mix them 
together and you apparently have a “world capital.” 

In February 1857, the brilliant editor of the Kansas City En- 
terprise, R. T. Van Horn, editorialized: “For 2,000 miles on the 
west, more than 2,000 south, and 800 to 1,000 north, Kansas 
City has an undeveloped country, filled with all the minerals of 


the earth, and capable of producing all the agricultural products. 


. . . To say that such a locality cannot become because it is not 
now, a great city, is to reason against all experience. The present 
position of London and Liverpool overthrows the idea that Kan- 
sas City cannot rival New York.” Of course, this sounds like 
boom town talk, which it was, but the orientation of his thinking 
is significant. Van Horn was thinking East. New York, for all 

its squalors and mean streets, fit his image of what a city was. 
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Recent manifestations of Kansas C ity’s 
drive for big-league status: Downtown, the 
H. Roe Bartle Hall (above) by Horner/ 
Blessing, C. F. Murphy Associates and 
Seligson Associates contains 186,000 
square feet of clear-span exhibit space. 
The Harry S Truman Sports Complex 
(center) by Kivett & Myers is east of 
downtown at an intersection of interstates. 
It seats 40,000 for baseball in Royals 
Stadium and 78,000 in Arrowhead Sta- 
dium, where the NFL Chiefs play. The 

A. R. Crosby Kemper Sr. Memorial 
Arena by C. F. Murphy (below left ) 

is an unexpected white porcelain-coated 
aluminum presence in the stockyards just 
west of downtown. Basketball and hockey 
teams share the arena with rock concerts 
and events of the annual American Royal 
Livestock Show. Kansas City Interna- 
tional Airport ( below right) by Kivett & 
Myers, designed to minimize the time 
from plane to taxi, is a 30-minute drive 
from downtown. An earlier civic symbol 
is the 5,500-pound Hereford bull which 
stands atop a 90-foot pylon at the Amer- 
ican Hereford Association building in 
Quality Hill between downtown and 

the stockyards. 
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Kansas City Rediscovers Its Downtown Core 


As new efforts at revival are launched, a new rival rises across town. By Allen Freeman 


Downtown Kansas City is a collection of buildings in search of tinued life with high occupancy rates. On two blocks of Ninth 
an identity—flavorful old ones and a mixed bag of new. But with Street, between Wyandotte and Main, stand several reminders of 


intelligent design decisions in the next decade of promised Kansas City’s real estate boom of the 1880s. Young architec- 
growth, it could achieve a coherence now lacking when viewed tural and law firms are clustering in this old financial district. 
from pedestrian-level proximity or from a distance as a skyline. The red brick, four-story Bunker Building at Biltmore Avenue 
The tight core is lassoed by ’60s freeways channeling inter- has recently been restored and has a popular restaurant. The 
state and suburban traffic around the financial, governmental seven-story brownstone New England Building was designed by 
and cultural center of 1.2 million people. Radiating out are Bradlee, Winslow & Wetherell of Boston in a burley Italian 
highways to suburbia lined with shopping centers and office Renaissance style. And McKim Mead & White’s New York Life 
parks that have emptied downtown stores and sapped downtown Building is distinguished by clarity of design, an elaborate 
office construction in the past 20 years. marble mosaic in the lobby and a magnificently heroic tiered 
Downtown interests have lagged in revival efforts, but two entrance capped by a spread-winged bronze eagle from the 
big projects are on the drawing boards and both are planned on studio of Augustus Saint-Gaudens. 
a strategy of increased convention trade. The $30 million H. That Kansas Citians care about their good old buildings is 
Roe Bartle Convention Center, named for a corpulent, booming shown by the patience and love lavished on the seedy theater 
voiced mayor of the 50s, opened in 1977 on the southwest across 12th Street from the convention center. The neoclassical 


corner of the central business district. Plans were announced late Folly, by prolific local architect Louis Curtiss, opened at the 

last year for a city and privately financed package that will reno- 

vate the Deco 1934 Municipal Auditorium, complete restora- The core from the west (across page) and the Folly Theatre (below). 
tion of the 1900 Folly Theatre, redesign Barney Allis Plaza 
(named for the former owner of the adjacent Muehlebach 
Hotel) and build a 611-room convention hotel—all on blocks 
just north and east of Bartle. The hotel is to be privately financed 
with the aid of a $3 million urban development action grant 
from the city, which has also approved $9.5 million for the 

other projects. 

The second big project is to redevelop the traditional retail 
center just east of the convention district, centered on Macy’s 
and Jones department stores and a half-block of once-fashion- 
able women’s shops on 11th Street, between Main and Walnut, 
called Petticoat Lane. The downtown retail trade “literally 
turned off” eight or ten years ago, says one local business leader, 
as suburban shopping centers encircled downtown. The middle 
class big ticket items—TVs, appliances, furniture—are sold 
mostly in the suburbs now. Downtown gears to the lunchtime 
trade of the 108,000 who work within the freeway loop, to the 
inner city dwellers (blacks, Hispanics, Italians), to some of the 
Kansas City, Kan., people whose downtown has withered and to 
out-of-towners and the convention trade. Some 800,000 conven- 
tioneers are expected this year, 80 percent of whom will stay in 
the central business district. 

The best news of recent years was Macy’s commitment to 
downtown. Last year, the retailer bought its previously leased 
store and is spending an announced $5 million on renovation 
at a time when it could have retreated to its suburban outlets. 

A private redevelopment corporation has control of several 
blocks just south of the retail center and is analyzing the market 
for linking Macy’s and Jones and perhaps another existing store 
with a regional center on the model of Philadelphia’s Gallery. 
The developer would use Missouri’s 353 urban redevelopment 
law which provides the incentives of tax abatement (100 percent 
for 10 years; 50 percent for 15 more on the reassessed value) 
and the state’s power of eminent domain. 

There are also plans for streetscape renovation along several 
blocks of 12th Street, a pet project of Bartle’s successor as 
mayor during the ’60s, attorney Ilus W. (Ike) Davis. 

Downtown office leasing is spotty. The one and a half-year-old 
City Center Square by Skidmore, Owings & Merrill (Chicago), 

a 30-story, six-sided tower with four floors of retail and restau- 
rant space at the base, is still only about 40 percent occupied. 
The three and a half-year-old Mercantile Bank tower is now 85 
percent full, but it also had a slow start, so much so that the 
original owner couldn’t meet his 14 percent mortgage obligations 
and had to liquidate. 

But some of the oldest office structures are experiencing con- 
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lights behind prismatic glass inserts. City hall and the Jackson 
County Courthouse, which face each other across 11th Street on 
the east side of the core, both by Wight & Wight, are WPA- 
financed buildings of the Thomas J. Pendergast regime. 

Until his Democratic organization collapsed in scandal in 
1939, Pendergast dealt political patronage from his office in a 
modest two-story brick storefront at 1908 Main St. In the ’30s, 
the top dog at city hall was City Manager Henry F. McElroy, a 
Pendergast man who entertained reporters by standing at his 
office window and pointing to the “mistakes” in the courthouse 
built while his rival, another Pendergast protegee named 
Harry S Truman, was presiding judge. McElroy resigned in 
1939, was indicted on charges of embezzling water department 
funds and died before standing trial. 

Truman fared better. When he returned to nearby Indepen- 
dence, Mo., after 18 years in Washington, the former President 
drove daily to his office in the Federal Reserve Bank at 10th 
and Grand. He also rented a room at the Pickwick Hotel as a 
reading retreat until the Truman Library in Independence was 
completed in 1957, 

Saxophonist Charlie “Bird” Parker was another Kansas Citian. 
He and other great jazz musicians performed for a couple of 
dollars a night during the wide-open Pendergast era in red light 
district joints on the core’s southeast periphery—places like 
the Novelty Club at 16th and McGee and the Reno Club at 
12th and Cherry. 

Farther east is an Italian working class neighborhood, Colum- 
bus Park. Across 1-70 to the north, severed from the core by the 
freeway gulch, spread the city market and a district of century- 
old, riverfront brick and cast iron storefronts, again serving 
as warehouses or standing vacant after a brief revival as a 
restaurant-nightclub district called River Quay (see p. 85). 
Beyond, the Missouri River takes a great southern swing on its 
path to the Mississippi. The river city began on that bank, but 
there is little urban life there now. Traveling west of downtown, 
through Quality Hill’s streets of rooming houses and bars, one 
arrives at the top of the bluffs. Below, the stockyards stretch 
toward Kansas City, Kan. Still sprawled over several hundred 
acres, they were the world’s second largest livestock market in 
the 1940s. But decentralization of the industry has diminished 
activity there, and much of it- now stands vacant. 
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Petticoat Lane (left) is the heart of downtown's retail district. 
Above, the 1904 Gumbel Building by John W. McKecknie with 
elaborate cornices to set off its Chicago windows. The bright red 
Bunker Building (above right) is next to McKim, Mead & 
White’s New York Life Building. River Quay (left below) is 
where the Town of Kansas began. 


turn of the century as the Standard. At first, Shakespeare alter- 
nated with popular musical offerings and the theater became 
known for its excellent acoustics and sight lines. Later, it was a 
stop on the Midwest vaudeville circuits. In 1941, it was renamed 
the Folly, and Gypsy Rose Lee, Lilli St. Cyr, Tempest Storm 
and Georgia Southern stripped on the stage where Al Jolson and 
Fanny Brice had played. By the early ’70s, porno movies filled 
in between strip shows. 

The Folly was practically worn out when it was purchased in 
1974 by a nonprofit corporation, Performing Arts Foundation, 
with private funds, public grants and the benefits of Missouri’s 
353 redevelopment program. Using volunteer labor, donated 
materials and plans by Patty Berkebile Nelson Associates, the 
foundation has stripped and cleaned the exterior, demolished 
later additions to the structure and ripped out mechanical, elec- 
trical and plumbing systems and seats. The 1,000-seat theater 
stands ready for city-financed interior reconstruction and resto- 
ration, and will complement the Municipal Auditorium’s 2,500- 
seat Music Hall and 600-seat Little Theater and also the nearby 
Lyric Theater. 

A couple of 1900s curtain walls by Curtiss are defaced at 
street level by newer storefronts: the three-story Studio Building 
on McGee Street and the Boley Building with modified Art 
Nouveau ornamentation. But “modernization” on a much more 
massive scale was committed on the 1920s Southwestern Bell 
Building at 11th and Oak. Purchased by Alex Barkett, a local 
entrepreneur and banker, it was stripped of its sculptured stone- 
work and painted white with electric blue striped highlights. 
Before this color scheme was carried out completely, Barkett 
changed his mind and covered the blue with gold grillwork. 
AT&T’s relay equipment remains its crown, painted white. 

Three limestone Art Deco highrises are legacies of the ’30s. 
The 30-story Kansas City Power and Light Building by Holt, 
Price & Barnes steps back to a four-story finial with colored 


Between downtown and Crown Center, not much. 


Ten blocks south of downtown, through an area of whole- 
saling and light warehousing, rises mixed-use Crown Center, the 
core’s only close-in, concentrated rival. Locally, it is perceived 
as (a) the partner, generating and focusing growth while down- 
town revives itself, or (b) a big reason for slow growth in the 
core. 

Crown Center’s 1.26 million square feet of practically full 
office space compares with downtown’s partially empty 7 million. 
Crown currently has 400,000 square feet of retail space, parking 
for 5,000 cars and 245 apartments/condominiums. Its second 
convention hotel, which will raise the total room count to about 
1,500, is now being completed. 

M. Robert Goodfriend, executive vice president of the influen- 
tial businessmen’s group called Downtown, Inc., says that 9 
percent of the membership sees Crown as a Godsend to down- 
town. A few diehards, mostly real estate people who have lost 
clients from the core to out there, are sour grapes about it.” 
There was dissension from that group last year when James Mc- 
Clune, president of Crown Center Redevelopment Corporation, 
was nominated (and won) the presidency of Downtown, Inc. 

Although the downtown booster group defines its area as 
extending from the bluffs on the west to the government center 
on the east and from the River Quay south to Crown Center, 
Crown remains a remote entity from the core. The area between 
employs 18,000 and is economically strong if physically un- 
distinguished. Exceptions to the area’s mostly small wholesaling 
and distribution structures are the brick Italian Renaissance 
Kansas City Star Building of 1911 by Jarvis Hunt of Chicago, 
nephew of Richard M. Hunt, and the same architect’s Beaux- 
Arts-classical Union Station of 1914. (The adjacent rail yards 
are to be developed into a mixed use complex to be called 
Pershing Square.) Also, Kansas City’s largest architectural firm, 
Kivett & Myers, has renovated a seven-story bank building which 
the architects share with the parent engineering firm. 

The city’s director of development, planner Joseph Vitt, says 
that when firms in this in-between area were interviewed for a 
city economic study, more than 90 percent were pleased with 
the location, and many were looking for ways to expand. “They 
weren’t all that enthusiastic about looking at the area as a link 
from here to there,” he says. So the city is seeking improved 
bus service between Crown and the core and is looking at a 
proposal to landscape Grant Boulevard, but that’s about all. 

Crown Center began in January 1967 when family operated 
Hallmark Cards announced plans for a privately financed re- 
development complex around its office/plant. The site was 85 
acres of underutilized land assembled with the aid of the 353 
program. Gruen Associates had done a master plan. Edward 
Larrabee Barnes, FAIA, came on in 1967 as coordinating archi- 
tect and master planner and stayed to design the spec office 
structures, which opened in 1971, and the retail structures 
(1973). Harry Weese & Associates designed the Crown Center 
Hotel (1973), and The Architects Collaborative was responsible 
for residential units, the first of which—a 30-story condominium 
tower and a seven-story rental building—opened in late 1976. 
Crown sold a tract north of the Barnes office buildings to Mutual 
Life, which built a 27-story home office and adjacent lowrise 
in 1977 (architects: Fujikawa-Conterato-Lohan). A 35- 
story Hyatt hotel is to open this year, the first Crown building 
by local architects, Patty Berkebile Nelson Duncan Monroe 
Lefebvre. 

Hallmark founder Joyce C. Hall, now 87, conceived Crown 


Art Deco City Hall (left) pairs with the Jackson County Court- 
house on the east side of the core. At right, Crown Center 

Hotel and the view of downtown. The gritty area between 
Hallmark Cards’ huge development and downtown is mostly for 
wholesaling (above). 


me 2 oS 
TELL 
۷۵ھ‎ 


day, 24 
anytime teller. 
UNITED MISSOURI BANKS 


—— —— سس‎ 
United we grow 
0 united missouri bank 


of kansas City 


| 
۱ 


۴ اوا تاو ادا 


AIA JOURNAL/MARCH 1979 63 


was preserved and integrated into the hotel design. An L-shaped, 
15-story block of rooms stands atop the bluff; the lobby wing 
spreads from its foot. Guests enter a large, dim lobby, check in 
at a standard counter, and, on the way to the glass elevators, 

are led near a natural rock outcropping several stories high. 
Down it flows a stream into a small pool, and through it runs 
squared columns supporting a wing of rooms. Somehow, it looks 
artificial. Upstairs, the rooms are large, quietly appointed and 
soundproof. 

The hotel anchors the retail area on the north. A 100,000- 
square-foot Halls department store next to the Hallmark plant 
anchors the south end. Hallmark expected a slow start in retail- 
ing, and indeed that part of the center is still unprofitable. An 
area of small selling spaces off the direct path between the 
anchors, called West Village and devoted to arts and crafts- 
oriented tenants, was redesigned for larger spaces after many of 
the original occupants decamped. 

The residential units now in place represent 10 percent of the 
total 2,500 planned. TAC’s unprepossessing condominium 
tower is to be repeated three times along the western boundary, 
with lowrise housing interspersed. Lower income housing is 
planned on the southeast end of the overall site. 

Those who have moved into Crown Center’s residential units 
are taking a first stab at an urban life style in a city of suburbs. 
If the core’s commercial revival is successful, perhaps middle 
class housing will follow downtown. 

One Crown Center official said, “If it was a perfect world, 
downtown would have bloomed on its own after World War II. 
And if it had, there might never have been a Crown Center.” O 


Mixed uses, and outcomes, at Crown Center. 


Center. His experience in the early ’50s with planning the firm’s 
plant led him to discussions with Walt Disney about what might 
be done with Hallmark’s northern exposure and western flank, 
part of which was a billboard-covered rocky bluff called Sign- 
board Hill. In 1959, Donald Strout, head of the Kansas City Art 
Institute, became design consultant, and he brought in Charles 
and Ray Eames, Alexander Girard, AIA, and others for con- 
sulations with Hall. Hall’s ideas included things like a country 
inn with warm towels and good books. There was talk of human 
scale environments like Venice and Copenhagen. Gruen was 
asked to work up a master plan, independent of the client’s 
ideas, based on economic studies, etc., that had been carried out 
for several years. When Gruen produced schemes for dramatic 
highrises, Donald Hall, son of J. C. and head of Hallmark since 
the mid-’60s, asked Barnes to plan something more in line with 
the firm’s low profile in Kansas City at the time. 

In effect, Barnes built a spec office skyscraper on its side 
and shaped it around a natural bowl on the site, which became 
10 acres of terraced lawns, fountains, a plaza and ice rink. The 
staggered line of five interconnected, seven-story office structures 
is the center’s best massing. The lively facade is a handsome 
backdrop for the plaza, on which Hallmark schedules ethnic 
festivals, craft fairs and the like. But aggregates in the paving 
and precast facades are light and the glare is “oppressive as hell” 
when the prairie sky opens up, as a man who works there puts it. 

For the hotel, Weese went through many designs before Hall 
was satisfied. The site was the bluff on Signboard Hill, which 
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Crown Center (across page, clockwise from lower left): 27-story 
Mutual Life; five interconnected speculative office buildings; Hall- 
mark’s offices and plant with roof parking; 30-story condominium, 
and the hotel. This page, the hotel (top) from the speculative office 
buildings; the hotel’s landscaped, natural rock outcropping (left), 

and the retail area (above). 
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Overleaf, downtown with Union Station in left foreground. Photograph by Allen Freeman. 
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The Residential Fabric of 2 ‘Home-Oriented’ City 


It has been shaped by a remarkable park system and an unusual builder. By Andrea O. Dean 


cities.” He lives in a small house in one of Kansas City’s older 
neighborhoods. Another recent transplant, a vice president for 
sales of a large corporation, who lives in wealthy Johnson 
County, Kan., says, “Most people I know can’t be lured away 
from Kansas City even by higher salaries and promotions. 
Housing and a good environment for raising my children are 
very important to me. In Chicago, I could buy a so-so house for 
$100,000; here for the same money I can buy a very nice house. 
It’s the best residential area in the U.S. Chicago and other cities 
I've lived in are hard and cold, with drug problems in the schools 
and crime on the streets. None of that here. We have enough 
Western influence—but not the madness of a Houston or Dallas 
—to give a healthy, friendly environment. We have home- 
oriented, old time values.” 


The buzz word in Kansas City is “livability.” Of course, you 
expect to hear about how “livable” life is here from residents of 
the Mission Hills district, where homes are as expansively gra- 
cious, though less ostentatious (and less expensive) than in 
Beverly Hills. But you hear it too from newly arrived, upwardly 
mobile young couples living a stone’s throw away in a modest 
subdivision of Cape Cod houses. In fact, recent arrivals sound 
even more like chamber of commerce boosters than the natives. 
A young journalist, for example, born and bred in a small 
town in Iowa, came to Kansas City two years ago despite “having 
always sworn Id never live in a big city. But Kansas City is not 
big enough to be nasty,” he says. ““There’s no crime, no pollu- 
tion, no teeming masses. You have a sense of neighborhood, 
even a small town atmosphere that you don’t find in newer 
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lessly while virtually all its growth and new building is taking 
place outside the city limits,” as the Kansas City Star put it. The 
parks and recreation department also acquired close to 4,000 
new acres of parkland for the city and initiated a city ordinance 
mandating that each new subdivision devote 9 percent of its land 
to park purposes. “On a per capita basis, we have one acre of 
parkland for every 50 people. That’s excellent,” beams Vaydik. 

Today, his department is renovating some of the old boule- 
vards in industrial areas, tearing out concrete, removing ugly 
signs, planting trees, controlling traffic and parking. “It’s amaz- 
ing to see business people buying what we’re doing 100 percent,” 
says Vaydik. “I think in America, we went through a period of 
expansion, growth, boom. We didn’t always use good judgment. 
And I think we realize we want to get back to basics. We don’t 
want to live in dirty, dingy, grimy areas anymore. I think we 
have less crime here than in New York City because we have 
more open space; it makes a psychological difference.” He adds 
that Kansas City has a left-handed advantage because “٤ 
always a little bit behind, which I used to think was awful. But 
it allows us to learn from the mistakes of other cities.” During 
the hippy movement, for instance, Vaydik went to Los Angeles, 
Chicago and other cities which were having disturbances, “and 
by the time we had problems, we had learned how not to handle 
demonstrations in our parks.” 

Far ahead of his time was J. C. Nichols, born in 1880, founder 
of the residential development company that bears his name 
and also of the Urban Land Institute. He worked closely with 
Kessler, was inspired by the “City Beautiful” tradition and was 
a lifelong advocate of comprehensive city planning. 

The J. C. Nichols Co.’s residential developments, which today 
cover 9,000 acres, are characterized by curving, tree-lined 
streets, free flowing streams, an array of housing styles and 
prices, parks, fountains, statues and other touches. Begun in the 
first decade of this century, the Nichols neighborhoods set the 
tone for many subsequent residential developments in Kansas 
City and its suburbs. 

“If Nichols had had less integrity and good sense, every north- 
south artery of Kansas City would look like Livernoy in Detroit, 
just neon, total commercial zoning, surrounded by Levittown.” 
The speaker is Bill Johnson, a member of Kansas City’s Prime 
Time, which is made up of business leaders who banded together 
to promote downtown development; Johnson is also public rela- 
tions director for the Hallmark Co., now a competitor of J. C. 
Nichols in the urban development of Kansas City. “J. C. Nichols 
had a tremendous European sense of city life,” says Johnson. 
“He just hated checkerboards, and put in all these twisting tree- 
lined streets. People say Jesse Clyde must have been drunk when 
he laid out those streets, all these winding places and crazy 
intersections. If you’re unfamiliar with an area, you can’t find 
anyone’s house. If you live there, it’s great.” 

The Nichols Co.’s current president, Miller Nichols, son of 
the founder, is now in his 60s, direct, tenacious, yet correct in a 
Midwestern upper class way. He joined the company in 1934, 
during the height of the Depression, “though businessmen told 
me, ‘young Nichols, real estate is dead; it’s never going to come 
back. You’re making a great mistake going into the business’.” 
In the first decade of the 1900s, when his father began buying 
land south of the central city in Kansas, people thought he too 
was making a big mistake. “The feeling of the Civil War was still 
very strong,” says Miller. “Kansas had been a free state, Mis- 
souri a slave state, but to buy land east of the central business 
district was prohibitively expensive. So, my father decided to buy 
south and southwest and change the trend of the city. And that’s 
what he did.” Nichols continues, “It took my father three years 
to make the first sale of a lot in the Mission Hills district where 
we built houses that would now cost four or five million dollars.” 

The expansion of the Nichols Co.’s holdings resulted in what 
is called the Country Club District, with its Spanish style plaza 
shopping center (page 70). The area is the nation’s largest high 
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The same values that make Kansas City so appealing to many 
would probably make life there seem confining, perhaps down- 
right repugnant, to those addicted to the slick sophistication, 
opportunities and importunities of a New York or San Francisco. 
But then, few of these choose to make Kansas City their home. 

The sheer physical advantages of residential Kansas City, Mo., 
are no less a surprise to today’s visitor than they were to French 
novelist Andre Maurois, in 1947 when he wrote: “Who in 
Europe, or in America for that matter, knows that Kansas City 
is one of the loveliest cities on earth? . . . [It is] a masterpiece of 
city planning. The streets follow the curves of the hills or the 
winding of streams. Flowering shrubs encircle the houses. The 
homes, themselves, designed in the best of taste, are artfully 
grouped in an immense park whose trees are unequaled in 
variety and luxuriance.” 

Kansas City’s physical beauty rests on two foundations: its 
system of parks and boulevards on the one hand, and the work of 
residential developer Jesse Clyde Nichols on the other. Working 
in tandem, the two created a city with more parks and green 
spaces than any other in the U.S., more miles of gently winding 
boulevards than Paris, more fountains than Rome. 

The original master plan for the city was developed in 1892, 
under the board of park commissioners, by George E. Kessler, 

a landscape architect and engineer. The idea behind Kessler’s 
plan was to link a number of major parks with a system of 
boulevards, “so that people could ride from one park to another 
in their horse and buggy,” in the words of Frank Vaydik, current 
director of the parks and recreation department. 

Vaydik’s department is a potent force in Kansas City, since it 
is governed by an independent board of three, who are appointed 
by the mayor but can be removed only by the city council. “And 
I can’t imagine a council ever agreeing with a mayor to remove 
a thing,” says Vaydik. The departments of public works and 
transportation can do nothing that affects the boulevards or 
parks without Vaydik’s approval, and they know it will be de- 
nied. An outspoken, salty man, Vaydik has used his 15 years in 
office to protect and improve every inch of the city’s existing 
parklands and boulevards, and to transform into additional open 
space every available piece of ground—paved or cleared he 
can get his hands on. 

Under Vaydik’s leadership, the parks and recreation depart- 
ment has developed a new master plan, extending Kessler’s 
original concept to include about 50 miles of new boulevards 
into areas annexed by Kansas City in the 1950s and early ۰ 
While most U.S. cities were being hemmed in by rings of new 
incorporated suburbs, Kansas City expanded to avoid “the steel 
chain boundaries” of St. Louis, which is “forced to look on help- 


Kansas City at its most “livable”: sedate Mission Hills mansions 
(across page) and yardwork in an affluent suburb (above). 


here because the living is good, their children and property are 
protected. 

Shortly after World War II, the Nichols Co. developed more 
modest neighborhoods, such as Prairie Village, a stone’s throw 
from Mission Hills, “with 100 bikes and 100 kids in every 
neighborhood,” as one resident put it. Even in Nichols’ subdivi- 
sions like Prairie Village, every house is slightly different from 
every other—though the basic style is Cape Cod bungalow. The 
Nichols Co. protected its existing neighborhoods with buffers— 
golf courses, city parks, colleges, school playgrounds, even 
attractively laid out cemeteries—and by using good planning 
principles in new developments. “If the post-World War II neigh- 
borhood next to Mission Hills became a slum, Mission Hills 
would have deteriorated,” says Miller Nichols. “Unlike most 
developers, we never got in and out real fast. We never get out.” 

Each subdivision developed by Nichols has its own small 
shopping center, which has prevented the development of shop- 
ping strips along the boulevards. One Nichols shopping center— 
the Country Club Plaza—is very large and very special and has 
become for Kansas Citians and their guests, the town’s major 
shopping attraction. Started in 1922, it was the “first suburban 
shopping center conceived around the advent of the automobile,” 


The Fountain of Pan (this 
page) is one of the Country 
Club Plaza’s 20-odd statuaries. 
The Plaza as seen from Brush 
Creek (across page above), and 
one of Nichols Co.’s neigh- 
borhood shopping centers 
(across page below). 


An exotic pioneer among urban shopping centers. 


class, contiguous residential development built by a single com- 
pany. Some of its neighborhoods are almost indistinguishable 

in quality and flavor from the posh Mission Hills area; others 
are within reach of middle management wage earners, though 
they look far more expensive. As one businessman said, “If you 
have a Northeast corridor mentality, you think the owners of 
these houses must be presidents of large corporations. They’re 
more likely to be sales managers for medium sized companies.” 
Prices are lower than in crowded Eastern and Western cities, 
though they are rising. The Country Club District extends south 
and west from the Country Club Plaza in Kansas City, Mo., and 
then crosses the state line—State Line Road—into the northeast 
portions of Johnson County, Kan. 

Johnson County is among the nation’s top 10 counties in terms 
of family income. It looks and feels much like the affluent, 98 
percent white New York bedroom communities of Scarsdale and 
Great Neck and shares many of their characteristics: discussions 
about the latest pop psychological fad, school problems, the 
oldest daughter’s high SAT scores, the neighbor’s kids problems 
with dope, the ex-wife’s new husband—. People choose to live 
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force the covenants and which every home buyer must join, 
“because we wanted to protect owners against violations and the 
decline of their neighborhood,” says Nichols. The company tied 
in an arrangement whereby all the homes associations would 
join to fight any major lawsuit threatening the validity of restric- 
tions in any single neighborhood, with the result that no homes 
association has ever lost a case, according to Nichols. The homes 
associations too have been adopted in neighborhoods outside 
the Nichols districts and have spurred the creation of voluntary 
neighborhood organizations in older parts of the city. 

“The homes associations make people quake in their boots; 
they’re so strong,” says Nancy Beverage, a lecturer in sociology 
and activist for neighborhood renewal in the inner city. “It’s a 
kind of enforced participation in city government,” she explains. 
The homes associations handle minor irritations—such as park- 
ing problems or a lone, run-down house—on the initiative of a 
resident’s complaint. If someone is violating homes association 
regulations, a “courtesy letter” is sent, politely asking the owner 
to correct the problem. If that doesn’t work, there will be a visit 
from a homes association board member. The final resort is to 
complain to the city’s housing inspection department or to the 
police. “Normally, I don’t like the sorts of things that neighbor- 
hood associations would mean to people,” says Beverage, “but 
you have to have some leveling influence if you want to have 
any control. The homes associations are essential. You can tell a 
neighborhood that doesn’t have one just by driving through it.” 
Kansas City, it must be remembered, has its share of ordinary, 
checkerboard neighborhoods with undistinguished, look alike 
houses. 

The ready acceptance by Kansas Citians of homes associa- 
tions, with what Beverage calls “their abrasive qualities,” is just 
one indication of the high value placed on house and neighbor- 
hood. As Beverage explains it, “Perhaps people do put more 
emphasis on their homes than in other places. You have to re- 
member that the original settlers were people who stopped here 
on their way to California looking for riches. They were the 
ones who weren’t quite silly enough to continue on, or perhaps 
the ones who recognized that they couldn’t make it before they 
killed themselves. They were people who stayed without promise 
of excitement. It was a very difficult life; people had to be 
emotionally self-sufficient. Later philanthropists invested to keep 
Kansas City a family kind of place.” 

City Manager Robert Kipp adds, “I think of Kansas City as 
having a little bit of the old, but a lot of the optimism that you 
have in Southwestern cities. But with more conservatism. The 
feeling is that modest growth and emphasis on quality fits more 
with our value system than lavishness, spectacular stuff or a race 
to see who can outdo the other.” ۱ 

Similarly, Kansas City’s cultural opportunities provide ade- 


_ quate nourishment for all but the intellectual gourmand. The 


Nelson Gallery, created by the founder of the Kansas City Star, 
boasts one of the finest art collections in the nation. Thomas 
Hart Benton lived out his long life in Kansas City, and his paint- 
ings can be found in unusual places, such as the first floor of 
Harzfeld’s Store on Petticoat Lane downtown. There is the 
Kansas Art Institute, professional and amateur theater, the 
Kansas City Philharmonic and the Conservatory of Music, the 
University of Missouri, Kansas City, Rockhurst College and Penn 
Valley Community College. 

A savvy businessman says, “Values here are pretty predict- 
able. There’s a Midwest farmbelt work ethic. Spiritually and 
philosophically, this town has Anglican roots. That’s changing 
very rapidly now and fortunately it will be just a blur soon. But 
it did establish a certain style to the community, and I think it 
was a good style. The second generation of Kansas City leaders 
are not playboys; they work as hard as their dads did and put 
plenty of energy into civic work.” 

The result is an unusually close working relationship between 
the city’s business and government leaders. Says Bill Johnson 
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in Nichols’ words. “We built one building at a time; this year, 
we just started a new one.” 

Architecturally, the Plaza, as it is called locally, is a Spanish 
extravaganza—towers, turrets, patios, tile roofs, mosaic walls, 
inlaid floors. It was inspired during a trip by the senior Nichols 
to Spain and modeled on Seville—now Kansas City’s sister city. 
“That was a hell of an expensive trip,” says Miller Nichols. “Our 
company spent $150,000 just on the main tower, and that same 
tower today would cost half a million. Who would be dumb 
enough today to build a shopping center with a half-million 
dollar tower? But it gives the Plaza an ambience that no one 
can reproduce.” 

The Nichols Co. continues to control the Plaza, selecting its 
tenants and even its interior color schemes. The place is immacu- 
lately maintained, as though tended by a crew of Prussians 
drilled in the virtues of neatness and order. 

In fact, the company has protected all of its holdings by 
devices that may seem Teutonically autocratic when compared 
to more typically freewheeling American ways of doing things. 
But they work—at least in Kansas City. Long before the advent 
of zoning, J. C. Nichols created mandatory, automatically re- 
newable restrictions and controls in every neighborhood it devel- 
oped. They remain in force today and have been adopted, with 
variations, by other developers. “Our company,” says Nichols, 
“was the instigator of private restrictions, It started out with just 
a bit of a page; now it’s 12 pages long. The setback of a house, 
its design, height, size, where the fences can go, where the garage 
can go are all prescribed.” 

The Nichols Co. also created homes associations, which en- 
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city’s blacks are segregated in the central and southeast parts 
mostly surrounding the Paseo area, which at the turn of the 
century was one of the city’s most fashionable neighborhoods. 
Troost Avenue is the racial dividing line. When people say east 
of Troost, they mean black. But although most black neighbor- 
hoods are in decline, they still compare favorably with most East 
Coast inner city ghettos. 

A lingering and nagging sore spot in black neighborhoods has 
been hostile relations between police and black residents in com- 
munities where crime is high, perpetrated by blacks against 
blacks, with the police taking little notice—until Nov. 30, 1977. 
On that day, black leaders organized a “controlled but hostile 
and alienated” confrontation with police, in Brooks’ words. 
After the demonstration, the black community formed an or- 
ganization whose aim was to improve community-police rela- 
tions. The group created “a secret witness hotline and secret 
witness reward fund to pay for information leading to the arrest 
of criminals,” says Brooks. According to him, the effort has 
payed off richly. 

Overall the problems in the black community are similar to 
those in black neighborhoods across the nation. As Al Brooks 
says, “It’s a matter of unemployment—three times higher than 
for whites. Always there is the concern about education, what 
segregation has done, what so-called integration is doing. There 
are housing problems; there has been and continues to be red- 
lining.” 

In an effort to halt the decay of declining neighborhoods, the 
city development department, under the directorship of Joe Vitt, 
has instituted a number of programs. The major one was the 
neighborhood conservation demonstration program. It was 
launched in 1974 and concentrated on three areas: the mostly 
black, so-called 49-63 area (which extends from 49th to 63rd 
Streets between Troost Avenue and Paseo Boulevard), the all- 
black Vineyard area and the all-white Coleman-Highlands and 
Volker area. In each neighborhood, a so-called management 
committee was formed, which made decisions on how available 
money should be spent. The committees were made up of neigh- 
borhood people plus city council members from the area. 
Funding came from the city and general revenue sharing monies, 
and was used primarily for public improvements, housing in- 
spections and limited financial assistance for home improve- 
ments. Although the program’s results are still being evaluated, 
reports indicate that “property values in the affected areas have 
gone up and it has become easier to get home improvement and 
mortgage loans,” says Judy Hansen of the city development 
department. 

The city is also looking for ways to bring into the mainstream 
of its community the somewhat neglected, so-called northlands 
area, which reluctantly joined Kansas City, Mo., as a result of 
post-World War II annexations. The area extends from Kansas 
City north to the airport and includes Platte and Clay Counties 
and the city of Gladstone. Sparcely populated and separated 
from the rest of the city by the Missouri River, the northlands 
are isolated both physically and psychologically. Kansas Citians 
tend to view northlanders as “a different kind of animal,” as 
Creighton Singleton, AIA, put it. The natural terrain is rougher 
and the majority of residents are lower middle to middle class 
whites with a more rural orientation than their counterparts 
across the river. The Kansas City council is looking for ways to 
upgrade the area’s poor public improvements and attract private 
developers by, among other things, implementing its planned ex- 
tension of the parks and boulevards system into the northlands. 

Private renovations in the inner city have mushroomed, with 
young professionals, especially, remodeling old houses and 
bringing back to life neighborhoods that had until recently been 
going downhill with increasing speed. But city development’s 
Vitt cautions, “The U.S. is a suburbanizing country, always has 
been.” Echoing him is City Manager Kipp, who says, “Anyone 
who thinks there’s going to be a dramatic reversal of suburbani- 


Problems for those outside the mainstream. _ 


of Hallmark, “The people here who go to breakfast meetings 
with each other can’t even vote for each other; Donald Hall 
(Hallmark’s president) and Henry Block (H. & R. Block) live 
in Kansas and sit down with Bob Kipp and Mayor Wheeler and 
say, ‘What are we going to do about this and that?’ People think 
Don Hall is marvelous because he gives all this time to the city, 
but Mayor Wheeler has to be marvelous too, because by teaming 
up with the business leaders, he risks constituent support of labor 
and blue collars.” Kipp agrees: “Most mayors have known that 
community progress depends on the economy, and the business 
community has not looked upon city government as a vehicle for 
private gain. There is a sense of corporate responsibility.” 

Kansas City’s basic conservatism and small town atmosphere 
also make for problems, especially for those outside the main- 
stream. “I wouldn’t think,” says Bill Johnson, “that this is a very 
good town for a gay community. I’m not sure Kansas City is 
ready for a gay community. Obviously, we have them and they 
have their place, but it’s not talked about; it’s not gossiped about; 
it’s not demonstrated for or against. It doesn’t get in the news.” 
And although most Kansas Citians claim that theirs is a town 
friendly to newcomers, some new arrivals dispute this, claiming 
that the natives have closed, protected groups. 

Blacks comprise between 23 and 29 percent of the greater 
Kansas City population. There are also between 40,000 and 
60,000 Italians and about 26,000 Mexican Americans. Not sur- 
prisingly, these minority groups have their problems, and they 
are concentrated in center city neighborhoods that began going 
downhill in the late 1920s and were devastated by urban re- 
newal in the 1960s. But, even here, the norm is the unattached 
house, open spaces are plentiful, the architecture varied if not 
inspired. 

Little Italy, on the far north side of Kansas City, Mo., has 
been shrunk physically by the intrusion of freeways. Many 
descendants of old Italian families have moved to other parts of 
the city, choosing to assimilate. But a fair proportion is moving 
back, suddenly more conscious of “roots.” The neighborhood 
retains its ethnic cohesiveness; architecturally it has a European 
flavor. It is a place “where everybody knows everybody,” in the 
words of an Italian shopkeeper. But, there is much defensive- 
ness, feelings that Italians are discriminated against, “that Italian 
means Mafia, hoodlum,” as a Little Italy resident put it. 

The Mexican American community is concentrated on the 
west side of Kansas City, and has been gradually moving south. 
A number of families are first generation. They have language 
problems, identity problems. Crime seems to be less of a problem 
than alcohol, unemployment, poor housing, inferior education. 
And some say there is a conspiracy to keep Chicanos “in their 
place.” Among these is black councilman Alvin Brooks, who 
says that the high school frequented by most Mexican Americans 
until about five years ago went only to 10th grade. Rather than 
transfer to another school and eventually graduate, most young- 
sters quit. Says Brooks, “I think it was a conspiracy on the part 
of the school district.” 

The problems of blacks in Kansas City are somewhat more 
elusive than in many cities. “We have a black problem, but 
nothing big, no marches, no threats,” says Director of City 
Development Joseph Vitt. “The situation hurts blacks but helps 
the city,” as a businessman put it. Says City Manager Kipp, “I 
won’t say we’re among the front runners when it comes to 
improving race relations. When my family moved here from 
Ohio in the late ’60s, I sensed that Kansas City was behind the 
times in race relations. I didn’t feel that the major institutions 
were all that active in seeking to improve the situation. That was 
10 years ago. It’s much better now, but its gotten better other 
places too.” Councilman Brooks thinks that the situation for 
blacks has deteriorated recently. 

There is in Kansas City no truly integrated neighborhood. The 
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house and has laid the foundations for two additional condo- 
minium towers. “When we opened the condominium and apart- 
ment building, attracting clients was very, very slow,” says Bill 
Johnson of Hallmark. “Missouri is truly the ‘show me state.’ 
The two buildings sat there, 10 percent full for almost a year. 
Now we’re experiencing a great rush. We have about 75 percent 
occupancy in the apartment building and more than 50 sales 
in the condominium.” Among other advantages of downtown 
living at Crown Center, he says, are convenience and safety. 
Johnson claims that in the first five years of Crown Center’s 
existence, there were only three incidents of crime, all minor. 

He adds, “When you do something as big as Crown Center, it 
begins to fan out. There’s tremendous real estate speculation 
going on between Crown Center and downtown and Crown 
Center and the Country Club District.” Johnson believes the 
area will become an exciting entertainment, retail and, even- 
tually, residential center. The city is trying to give inducements 
to urban developers by improving what City Development 
Director Vitt calls the public web—changing development codes 
and regulations and otherwise removing impediments to speedy 
construction. 

Change may be relatively slow in Kansas City, says Bill 
Johnson, “but the very existence of condominiums and apart- 
ments in downtown where people are freed for the first time of a 
three-car garage, commuting, mowing lawns and cleaning clut- 
tered garages is creating—slowly, to be sure—a life style 
change.” At least for some, Û 


Among inner city neighbor- 
hoods are Little Italy (right); 
Quality Hill, which was one of 
the most fashionable neighbor- 
hoods at the turn of the cen- 
tury and began declining by 

the ’20s (below left), and 
Strawberry Hill, a Polish and 
Croatian neighborhood in 
Kansas City, Kan. (below right). 
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zation, a reflowering of every part of the city, is unrealistic.” 
Vitt notes that a survey made by his department in the Coleman- 
Highlands area showed that more people were moving from 
other parts of the city—upgrading—than from the suburbs. As 
Kipp points out, there is a school problem, with Kansas City, 
Mo., having 14 independent school districts and inner city 
schools being over 70 percent black. There are also energy 
constraints, according to Kipp. “Parts of the city that were built 
years ago have houses with little insulation; they’re roomy and 
difficult to heat. The fuel bills become higher than payments on 
the loan. On the other hand,” he says, “living in the city saves 
energy in the form of transportation costs. It’s a draw, probably.” 

Public transportation in Kansas City leaves something to be 
desired, however. An excellent highway system and light traffic 
discourage the use of public transportation, as well as its im- 
provement. “And for a Midwesterner, wheels are more impor- 
tant than anything,” says sociology lecturer Nancy Beverage. 
“Getting your license at 16 is a coming of age. There’s a distrust 
of public transportation. It’s like you have a right to cars like 
you do to your own name; to use public transportation is like an 
insult, like taking your name away. Intellectually I know we 
should use it, but emotionally I can’t accept it.” Telling is the 
fact that taxis are almost nonexistent in Kansas City. 

The Hallmark Co. is counting on people’s willingness to give 
up their reliance on cars and make other changes in their accus- 
tomed way of living. At Crown Center, Hallmark has already 
opened a 135-unit condominium plus a seven-story apartment 
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A Central City Neighborhood Makes a Comeback 


Citizen activism brings gentrification, Kansas City-style, to the Westport area. By Nory Miller 


Today, Westport is four square miles, more than a dozen 
neighborhoods, 45,000 people, stately old homes and winding 
boulevards. It is the city’s “hottest” community with real estate 
prices doubling and quadrupling in the past half-dozen years; a 
magnet for students, artists and young professionals. And it has, 
along with edges of poverty, the closest “nice” neighborhoods to 
downtown. 

Westport is also where Kansas City began, only it wasn’t Kan- 
sas City then, it was Westport. John Calvin McCoy, son of a 
Baptist missionary to the Indians who had settled here, built a 
general store in 1832 at what is now Westport Square to outfit 
settlers heading west. He was 22, had a surveying degree from 
Transylvania University in Kentucky and set about platting the 


Westport is Kansas City’s urban success story, the inner city 
neighborhood that made it back. Not that it was ever really a 
slum. At its economic worst, some mansions were converted into 
apartments and frame houses into cold water sleeping rooms. 
And not that there was anything revolutionary about the meth- 
ods used or results achieved. The “revitalization” proceeded in 
dribs and drabs and with occasional backfires, just as it has in 
many of America’s big cities. But Westport’s comeback is a part 
of Kansas City traditions, such as fiscal conservatism, grassroots 
politics and devotion to “livability,” just as Westport itself is a 
part of Kansas City’s history. For the area that is being reclaimed 
—more from obscurity than dereliction—is one of the city’s 
oldest and finest. 
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earned the epithet “greatest chiseler in art” for his bargaining 
facility. 

The original 75-acre campus of what is now called the Uni- 
versity of Missouri at Kansas City was a gift of William Volker, 
a dealer in window shade rollers. A neighborhood is named after 
him as well. The Kansas City Art Institute began with the Queen 
Anne mansion and estate of August R. Meyer, landscaped by 
Kessler, whom Meyer later introduced to Nelson and hired as 
secretary and engineer to the park board when he was head of it. 

Not all of Westport is mansions, but many houses are quite 
large and they come in every description—Queen Anne, Art 
Nouveau, Italianate, Stick Style, Mission, Georgian and what 
Kansas Citians call Shirtwaist, a type popular in the 1890s with 
a brick or stone lower story and frame or stucco above. 

But by the 1960s, Westport was poor, disproportionately 
elderly, with—for Kansas City—a high number of renters. 
About a fifth of the homes needed serious maintenance, some 
sidewalks were broken up, curbs were eroded. The upwardly 
mobile pathway for Chicanos led directly to the Coleman High- 
lands neighborhood. The newcomers were educated and middle 
class, but the trend made neighbors edgy. Some blacks, not so 
middle class, had begun moving across Kansas City’s color line, 
Troost Street, into South Hyde Park. Westport appreciably lost 
population between 1960 and 1970. 

But Westport had avoided irreparable scars. There had 
been little housing abandonment in the area, no “inexplicable” 
rash of arson-set fires, no bulldozer urban renewal—either pub- 
lic or private. Kansas City bankers apparently have a long- 
standing reputation for being reluctant to lend money for 
redevelopment. 

But in fact, it was one such scheme that set the revitalization 
process in motion. In 1970, Kansas City Life Insurance Co. and 
a consortium of other businesses announced plans for major 
redevelopment of six square blocks near its headquarters in the 
Valentine neighborhood. The plan called for one million square 
feet of office space, condominium towers and retail plazas. 
Kansas City Life said the neighborhood was blighted and re- 
quested Chapter 353 consideration. 

A postman, a lawyer and others formed the Valentine Neigh- 
borhood Association. They got help from the Westport Com- 
munity Council, the citizen organization for the whole area, and 
they got the press on their side. They proved that the houses used 
as examples of blight were actually owned by Kansas City Life 
itself, and even claimed that the company went so far as to truck 
trash in to dump on the lawns and driveways for photographing. 


The Shirtwaist house, 
left, a Kansas City 
specialty, masonry 
below the belt and 
stucco or wood above. 
Across: a bird’s-eye 
view of the Westport 
area. 


surrounding area into lots, calling the place West Port. That 
platting still holds and this part of Westport, the very center, 
has a grid defiantly askew from the rest of the city. 

When McCoy tired of trekking 16 miles to Independence to 
pick up goods for his store, he found a natural levee on the Mis- 
souri River, only four miles from the store, and had the steam- 
boat deliver there. Westport replaced Independence as head of 
the Santa Fe and Oregon trails and that levee, referred to as 
Westport Landing, eventually grew to be Kansas City. In 1857, 
Westport was incorporated, boasting a population of 5,000. By 
1897, with the gold rush and westward movement all but over, 
it was annexed to its now mightier neighbor. 

It was in those years, from the late 1805 to the mid-’30s, that the 
City Beautiful movement was at its strongest in Kansas City and 
the Westport area once again a leader. Society folk had become 
impatient with the stockyards and industry and workers moving 
so close to their mansions on Quality Hill. Hyde Park and Roa- 
noke (now two Westport neighborhoods) became the city’s first 
suburbs. The early residents of Hyde Park hired landscape archi- 
tect George Kessler to plan their community. That plan became 
the prototype for Kessler’s famous park and boulevard system 
for the whole city some years later. Rockhill—another Westport 
neighborhood—was planned and developed by William Rockhill 
Nelson, founder of the Kansas City Star and one of the main 
protagonists of the City Beautiful movement. Homes were iden- 
tical or similar within each block but each block was different 
from the others and the main boulevard was contoured to the 
natural landscape. Rockhill, now on the National Register of 
Historic Places, was the inspiration for the most famous of Kan- 
sas City’s early planned developments, J. C. Nichols’ Country 
Club area. 

Janssen Place is also on the national register. The city’s only 
private street, it has huge houses—some as large as 65,000 
square feet—with a broad parkway down the middle and monu- 
mental pillars to mark its entrance. It was developed by railroad 
magnate Arthur Stilwell in 1897, and named for August Janssen, 
one of his Dutch backers. 

Westport is riddled with the names of Kansas City leaders, 
some of whom made possible the institutions that make this area 
the richest in educational, cultural and medical facilities. The 
Nelson Art Gallery, among other things, considered the third 
most complete Oriental collection in the Western world, is built 
on the site of Nelson’s home, Oak Hall, with money he be- 
queathed in 1915. It wasn’t until the 1930s that anyone got 
around to purchasing a collection and it was J. C. Nichols who 


est position. Shaughnessy resigned as president and asked Robert 
Berkebile, AIA, to take his place. Berkebile, a designer of the 
Kansas City Airport when he was at Kivett & Myers—had begun 
his own firm, PBNA, with fellow Kivett & Myers “graduates” in 
1970. He had also bought a huge red Victorian setpiece in cen- 
tral Hyde Park. “We were so confident of the area,” he admits 
now, “that we kept our house in Johnson County” (Kansas, 
suburban haven for the city’s white middle class). 

In any case, he was interested in protecting his investment, so 
he took on what was eventually renamed Westport Tomorrow. 
Under Berkebile and Mark Shapiro, the newly hired director, 
the organization changed more than its name. It dropped the re- 
development concept completely. “We just couldn’t do the job 
with four or so houses a year,” says Berkebile. Westport Tomor- 
row set about organizing the community into neighborhood as- 
sociations and block clubs; helping with the distribution of half a 
million dollars for curb and sidewalk repair, tree planting, park 
improvements—mostly landscaping and playgrounds, and neigh- 
borhood markers. Much of this was done on a 50-50 split with 
property owners. 

Code enforcement, the other half of neighborhood conserva- 
tion, was handled from city hall. But Westport Tomorrow helped 
owners with appeals or financial assistance from private charities. 
Later, federal community development money made public loans 
available, but only 20 of these have been given to date in all of 
Kansas City. At Co-Ro-Vo, the demonstration neighborhood, 
inspectors found violations of one sort or another on three- 
quarters of the homes. 

But Westport Tomorrow did more than direct public subsidies. 
“If there is anything we did really well,” says Shapiro, “it was 
promotion.” They held cocktail parties for real estate dealers 
and showed them a slide show of what Westport was really like 
—at its best. Anyone who was interested got a driving tour. “It 
was a slow period and they were interested in making money 
here,” Shapiro explains, “if we could show them there was 
money to be made.” Lenders were given similar treatment, as 
were city officials and anyone who would listen. Westport was 
constantly in the paper, on radio and television. In 1976, they 
started an annual Hyde Park festival with a homes tour and two 
days of entertainment. Shapiro beams: “We did a lot with 
mirrors.” 

In fall 1974, the Community Development Act was passed 
and this added new money to the pool, and Westport Tomorrow 
was given $24,000 to help run the programs. All told, 10 West- 
port neighborhoods received this attention (about 50 in Kansas 
City altogether). More than $2 million was invested by the city 
and perhaps four times that by homeowners. But Westport To- 
morrow was no longer getting a share, so it turned to more pri- 
vate funding. By 1976, it was up to 50 percent, and by June 
1977, total. 

Unfortunately, CD money was also less available for the com- 
munity as well, and Westport Tomorrow has begun to look in 
different directions. Thus far, it had spent its time and federal 
monies on marginal areas—not so good, but not so bad. This 
had been the plan and it had been successful. But at least one 
area of Westport, South Hyde Park, is less than marginal. It is 
scarcely a slum, but in need of more than curb replacement. 
Westport Tomorrow and the city approached Neighborhood 
Housing Services, a not-for-profit organization funded by banks 
and savings and loan institutions, which added South Hyde Park 
and its neighbor to its plans. NHS provides not only technical 
assistance on home repair and conventional loans but below- 
market interest loans as well. The program has involved about 
$48 million so far. 

This is about to be piggyback with HUD’s new neighborhood 
strategy area program in which a private developer can get fed- 
eral guarantees on rent subsidies for, in this case, renovation, 
which he can then use to negotiate a conventional loan. HUD 
has approved 425 units’ worth. 


Putting together a coalition—and resources. 


By the time the 353 application came up before the Kansas 
City planning commission in 1971, the commission, city council 
and anyone who would listen had been pelleted with reasons 
why the community wanted it denied. In addition, newly elected 
Mayor Charles B. Wheeler Jr., according to one report, stopped 
by the hearing, said I-support-the-Valentine-Association-and 
neighborhood-conservation-and-by-the-way-I’m-the-new- 
mayor-and-I-want-a-team-I-can-work-with-and-I-want-your- 
resignations-on-my-desk-in-the-morning. No one ultimately 
resigned or was fired, but the commission did turn down the 
insurance company’s request. 

Meanwhile, Joseph Bernard Shaughnessy Jr., AIA, an archi- 
tect who was impatient with architecture—he told a colleague, 
“architects are supposed to redesign the world but they can’t 
unless they’re in politics”—decided to go into politics. He ran 
on a platform of saving neighborhoods and was elected to the 
city council in 1971. He lived in Roanoke, an area of Westport 
that had never really deteriorated much. | 

The next year Shaughnessy made a speech to the Broadway 
Area Association, a local business organization, to the effect 
that business and residential groups should get together and set 
up a redevelopment corporation to buy, restore and sell the Kan- 
sas City Life houses, and to continue doing so on a revolving 
basis throughout Westport. He was greeted with a polite ho-hum 
but over the next year managed to convince the businessmen. 

In June 1973, the Broadway-Westport Community Development 
Corporation was founded, an amalgam of 15 residential and 
business organizations, spearheaded by Shaughnessy and county 
legislator Ron Spradley. But there wasn’t any money, just a 
board with a lot of ideas. 

The city, on the other hand, had a few ideas of its own. In a 
report that came out of the section 235 housing program, the 
recommendation was that the city should get involved in neigh- 
borhood conservation in a big way. In spring 1974, it set aside 
$2.6 million in revenue sharing funds for a neighborhood con- 
servation demonstration program. Three areas were chosen, one 
in Westport—involving the Coleman Highlands, Roanoke and 
Volker neighborhoods. Co-Ro-Vo, as it was nicknamed, re- 
ceived $525,000 to be allocated by a management committee, 
half from the county, half from city hall. The community devel- 
opment corporation was hired to help with determining priori- 
ties, for $28,000. It set about hiring a staff of three. Another 
$75,000 came from the county. 

But the public largesse put Shaughnessv in a conflict of inter- 
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the city” as people had thought. Half of the newcomers were 
single, half married. They had a median income of $15,000, a 
median age of 31 and a high incidence of postgraduate school- 
ing. In general, homes were being reconverted to single-family 
homes and the percentage of resident owners versus absentee 
owners was increasing. One-third of the homes had changed 
hands between the end of 1975 and the end of 1977. 

Westport’s comeback is scarcely a story of man’s bravery 
against untold odds. An there remain a few shortcomings, to be 
sure: for one, an unconflicted disinterest in the lives of the poor 
blacks and Mexicans to either side. But on the whole, a great 
Kansas City resource was saved from what would eventually 
have become irreparable physical decay and the idea of inner 
city living has gained far greater popularity than anyone there 
would have expected 10 years ago. And, as it has been through- 
out its history, Westport was the pioneer. O 


Westport varies from 
mansions to more modest 
homes. Left: Mineral 
Hall, home of mining ty- 
coon Roland E. Bruner. 
Above: Janssen Place, 
the only private street in 
the city and once known 
as Lumberman’s Row for 
the timber barons who 
lived there. Across: South 
Hyde Park, less affluent, 
racially mixed, and focus 
of several neighborhood 
conservation programs. 


At the same time, Westport Tomorrow is turning its interest in 
other directions. A pet project of Berkebile has been to involve 
the group in energy conservation efforts. In the past year, it has 
set up a resource center at the local library and spread the word 
about city money available for energy retrofit in hardship cases. 
But the big project for which it has a small grant from the Mis- 
souri department of natural resources, and is trying to get major 
private backing of approximately $100,000, is a four-year dem- 
onstration program of how to retrofit local homes for energy 
conservation, some kinds of passive solar design and, perhaps, 
solar water heating. 

Last spring, both Berkebile and Shapiro resigned, though 
Berkebile is still on the board. They’ve decided to become in- 
volved in the architectural and development side of Westport 
and have two masterplanning projects underway. 

The new president of Westport Tomorrow, Daniel Watt, a 
trust officer for First Union Trust Co. of Kansas City, has gotten 
the group involved in questions of education. At first, there were 
hardly any children in Westport; the population had always been 
elderly and the newcomers were often single or as yet childless. 
But the new baby boomlet is occurring there as elsewhere and 
attention is suddenly focusing on the schools. With nationally 
known metropolitan school expert Daniel Levine as consultant, 
the group has put together a proposal to turn the elementary 
schools serving most of the area into magnet schools with far 
more involvement of community resources and, it hopes, more 
middle class, nonminority students. These schools run 40 or so 
percent minority while the adult population of Westport runs 
about 18 percent. The school board has approved the program, 
but that means it has approved applying to the federal govern- 
ment for funding. Meanwhile, many of the newcomers send their 
children to the local private schools and the city has hired a con- 
sultant to help determine what to do with the school buildings it 
no longer needs. 

Who are the residents of the new Westport? Shapiro and Uni- 
versity of Kansas graduate student Frances Hevenstreit did a 
survey of Hyde Park and Coleman-Highlands last year.and 
found that half of the new homeowners were previously renters 
in Westport, that only 25 percent were actually moving “back to 
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Overleaf, Nelson Gallery-Atkins Museum. Photograph by Patricia Duncan. 
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Chic Center at the Spot Where Kansas City Began 


Westport Square’s growing vitality is shadowed by the violent fate that befell a predecessor. N.M. 


back replaced with brick courtyards and cafes so the back would 
be worth as much as the front. Then a nearby street could be 
turned into a promenade and housing for singles might be built 
— “small but nifty and affordable.” Anderson figured he might 
own a restaurant but his real keenness was now development. 

He, Moore and a lawyer, Jack Smith, formed a partnership 
and went looking for a backer. “We dragged the thing around 
like a dead cat,” sighs Anderson. “The banker types couldn’t get 
excited about this sleepy little neighborhood.” Moore went off 
to Salt Lake City to design new towns for a company out there. 

In 1972, Anderson found Phil Thompson, head of the real 
estate subsidiary of Business Men’s Assurance Co. “Thompson 
was from California and he understood what we were talking 
about,” says Anderson. “Besides, they had just gotten into real 
estate and thought it would be good public relations to do some- 
thing right in their home town. And it was a good contrast to the 
other local insurance company, Kansas City Life, which had 
angered the community with its sweeping redevelopment pro- 
posal—the giant who had been slain by the pygmies. 

“We formed a joint venture. We do the work, they put up the 
money,” Anderson continues, “at first just for a couple of blocks 
of stores and a few offices.” Moore was in Utah and recom- 
mended his friends Architects Co-Partnership: McCoy, Hutchi- 
son, Stone of Kansas City who had just set up a firm of their 
own. A few of the shop interiors were done by other local archi- 
tects but basically Westport Square is a design and planning 
product of Moore and Architects Co-Partnership. Most of the 
work was light sandblasting and the exterior amenities—brick 
plazas, street lights, trees. A few, namely the Prospect of West- 
port—Anderson’s restaurant—and Dixon’s Chili, are marvelous 
stage sets. And throughout the development are reminders of 
Moore’s and Anderson’s “buying spree” in London that netted a 
telephone kiosk, fabrics, stained glass, light fixtures and various 
antiques. The Prospect opened in 1973, the rest over the next 
two years. 

But everything didn’t go exactly as planned. It was a time 
of high interest rates and economic slump. People weren’t open- 
ing many new stores and chains weren’t rushing to expand. 
Westport Square didn’t lease up. What space it did lease didn’t 
go for the uses that were intended. “We wanted a shopping 
center where you come and get most of your needs, but that 
never came off,” says Anderson. “For every one person who 
wants to open a bookstore there are 50 who want to open a bar 
and restaurant. We could only control the square itself, not the 
whole area. First thing you know there are 13 liquor licenses in 
the neighborhood”—a problem the square is still battling. 

Anderson and Moore and Smith quit the venture. “The deal 
was,” explains Anderson, “BMA puts in money, we do the work, 
and we all split the deal. When it became clear there was no 
deal, we got out.” Essentially they were never paid for their 
work. Moore is now in St. Louis, trying to, among other things, 
save that city’s fine old train station. Anderson is running the 
Prospect. “I planned to own it,” he says, “but not to run it. I 
guess I could have made more money these last 10 years doing 
almost anything else, but I don’t regret it.” 


In the heart of Westport, where settlers used to buy their wagons 
and ox yokes and food for the haul West, is the awninged and 
arcaded, skylit and exposed brick, picturesque Westport Square. 
During the day you can buy running outfits, handmade brooms, 
antique photographs of yourself (costumes and backdrops 
supplied) and rennetless cheese. On Friday and Saturday nights, 
particularly, its chic restaurants and bars draw such a crowd 

you can barely move along the cobblestone sidewalk. 

Along with the Plaza and Crown Center, Westport Square has 
become one of the places to go in Kansas City. But it wasn’t 
always this way nor was the climb a smooth one. A few years 
ago, this was a forgotten little commercial crossroads with a 
print store, local cleaners, couple of junk shops and such and 
Kelly’s—supposedly Kansas City’s oldest building and a water- 
ing hole for the city’s movers and shakers for decades. Once 
upon a time, Kelly’s was a trading post operated by Colonel 
Albert Boone, Daniel’s grandson, when the overland trail was 
big time. But big time had moved elsewhere and the junction 
of Westport Road and Pennsylvania Avenue just had a few 
marginal shops for a marginal neighborhood. 

It was a cheap place to live and a few hippie types were 
moving in. And a long-haired, bright-eyed man named Donald 
Anderson kept coming around looking in windows. Anderson 
had been a CPA and a stockbroker but had forgone those occu- 
pations to run a popular banjo sing-along, beer and peanuts joint 
called the Levee. He was poking around the area to look for 
a spot for another tavern when he realized he had found the raw 
material for another Ghirardelli Square. In 1968, he took a 
lease on three buildings, with option to buy, then slowly started 
adding more options. He and friend Robert Moore, an architect, 
did some preliminary planning. First, they wanted to do a shop- 
ping area like Ghirardelli with the truck docks and garbage out 
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Westport Square began as not much more than a renovated half 
block. Its success has not only spurred its owner to acquire more 
properties but inspired a small host of adjacent development. 
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Westport’s rather pedestrian commercial buildings have been 
sandblasted, tuckpointed and gussied up California-style: outside 
with signs and awnings (left); inside with antiques, industrial fix- 
tures and plants (Fhe Prospect of Westport, below). Bottom 
photo: Kelly’s (on corner), perhaps the city’s oldest building and 
its most notorious watering hole, still holding its untrendy own 
in the midst. 


BMA sold out in 1976, for 50 cents on the dollar. No housing 
nor promenade had ever been built. The development had never 
gone beyond the original couple of half blocks of stores, offices 
and movie house (about 60,000 square feet) and parking lots. 
Only 60 percent of the retail space was rented and there was 
a bad collection rate on those. BMA sold out to William Fowks. 
Fowks had been a bank auditor but restless. Ten years before, 
he had started buying up old houses and converting them into 
apartments or buying already converted houses in the Westport 
area. He owned 13 buildings and was looking for something 
bigger. 

In the past two years, he has brought the occupancy rate up to 
99 percent. The only space vacant is an old cattle train caboose 
that used to hold a jewelry shop. To this he has added a nearby 
building, about 13,000 square feet, which was 80 percent rented 
before it opened. He has increased rents by 250 percent. He has 
been so successful that he began selling off his houses. He attri- 
butes this success to on-the-spot management. “I’m here every 
day,” he says. “BMA hired a real estate management firm.” 
Would BMA have made money, though, if they’d been a little 
slower in selling out? “Probably,” Fowks thinks, “but a resident 
manager is essential. 

“I'm extremely optimistic. In 10 years, there will be new 
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of-way should be closed and used for this purpose, at little cost 
to anyone. His suggestion has not, however, gathered much of a 
following as yet. Meanwhile, the city has hired a consultant to 
look at the question, keeping in mind that an ordinance passed 
recently allows the city to build a garage on a tax revenue basis. 

It is the liquor issue, though, that has really got the com- 
munity in an uproar. One of the effects of Westport Square is the 
impact it has had on the rest of the neighborhood. Partly, this 
is esthetic and considered positive. Storeowners have banded 
together and bought the same light fixtures, trees and awnings 
for their sidewalk. Westport Bank, across the street, ripped off 
its added marble facade to bare its original brick, then rigged up 
royal blue awnings to complete the picture. But the impact has 
also been economic. There are now about five or six times the 
number of businesses in the immediate area that there were 
before, and many more of them are restaurants and bars than 
anyone is quite comfortable with. 

Why they’re not comfortable goes back to another section of 


Problems of parking and a proliferation of bars. 


housing units and condominium office space. The area is boom- 
ing.” Some fear that he wants to build them, and soon, and 10 
or so stories high of typical developer construction. Fowks only 
says that it isn’t time for anything yet except shepherding his 
assets and claims his current entrepreneurial energies are going 
into prawn farming in the Philippines with several other local 
investors. 

Meanwhile, there are a few current problems that Westport 
Square has to face. One is parking and the other liquor. The 
parking problem is simple: There isn’t enough. “We probably 
have the worst parking problem in Kansas City,” says Fowks, 
who regards it as a city problem that the city should solve. 
Anderson thinks that the city should take advantage of the law 
which allows it to create a benefit parking district whereby the 
city would build the garage or pave the lot and the merchants 
would be assessed a share. He suggests that a nearby street right- 
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town called River Quay, a pocket of warehouses between the tenants has sold his lease to a pizza place to be exactly across the 
river and downtown, next to the north end, Kansas City’s Italian street from Nigro’s parlor). He feels that this explains why he 
neighborhood. In the late 1960s, Marion Trozzolo, a University was not only fought on grounds of the liquor license but on 

of Chicago business school graduate who had made some money everything else. He applied for a construction permit and was 


when his plastics company was involved in Teflon, began to turned down because he didn’t have contiguous parking. He 
renovate the area. He began by putting his company in the old leased noncontiguous parking, appealed and won. When he put 
Board of Trade building and inviting artists and others to move in fence posts on this leased parking, city workers tore them 
into the loft spaces and fix them up, which they did. There were out on the assumption that they were misplaced on adjacent city 
some restaurants and bars opening on Delaware and the whole land. He proved that it was his land all along and put back his 
place began to seem really urban, something a little new for fence posts. 
Kansas City and its single family homes. But something went Some suggest that Kansas Citians are skittish at the mention 
wrong. Trozzolo was disappointed that the city didn’t seem to of any Italian name, but no one has suggested that there are any 
understand what kind of possibilities existed, that too many bars connections between Nigro and any criminal interests. 
were opening, that it was turning into an entertainment district. The liquor control board concluded when it sanctioned the 
He sold out to a New Orleans developer named Joseph Canizaro. license that the community was right in trying to prevent more 
Canizaro had big plans. He wanted Chapter 353 for a 40- bars, but that the community had picked the wrong test case. 
block area. He wanted to build highrise offices and apartments “The community people are trying to kill a housefly with a 
and began to borrow a lot of money to do it. He also raised howitzer,” it wrote in its opinion. 
rents. Artists began moving out. Meanwhile, more bars had Whatever is really true, Westport Square is left in an am- 
moved in—at one point there were 32—and porno palaces and biguous position. It has become highly successful ultimately and 
go-go joints. And, so everyone says, these businesses began to has a host of imitators in the immediate area. It has an expand- 
go into the hands of the traditional Mafia. In any case, there ing market with the revival of Westport community and it will 
were four murders that were somehow connected to River probably manage more parking one way or another. What it can 
Quay, the police thought, and fires, and, finally, an explosion do to keep from becoming a “combat zone” is less clear. Will the 
that blew up two taverns and shattered windows for four blocks. market take care of it by itself? How many bars and restaurants 
People, not unexpectedly, stopped going down there. Today, serving liquor are too many? Do city council-legislated mora- 
only one restaurant, at the edge, is left and the conversions are toriums work? How might the community, which is highly 
being reconverted into warehouses. organized, affect the liquor control board? 
When people talk about Westport Square liquor licenses, they Some things for sure are not like River Quay. A big chunk of 
always mention River Quay. Not only because both areas began the Westport Square area is under the control of one owner. 
to be “discovered” and developed about the same time, and not And the few blocks of commercial area (unlike the three or so 


only because the people who go to Westport Square are the same blocks of River Quay’s nightlife) are surrounded by permanent, 
people who used to go down to River Quay before, but probably vocal and politically experienced homeowners. And, meanwhile, 
because of some fairly vivid Kanasas City memories and atti- it does sort of look like a small Ghirardelli Square. 0 

tudes. On the one hand, this is still partly temperance country. 
Next door in Kansas, the whole state was dry until a recent law 
put the decision in the hands of individual counties. On the other 
hand, Kansas City itself was not so long ago the wide open sin 
city of the Pendergast machine whose gangland gambling and 
red light districts were famous all over the country. 

In any case, many argue convincingly that if you put in more 
bars than the market will bear, you will begin to attract a market 
no one else wants. Fowks has declared that he will not allow 
any space under his control that is not now serving liquor to 
be rented to someone who will. Partially he is concerned here 
as well about the lagging success of his retail arm and feels that 
the only thing the stores need is more stores. But Fowks is also 
dead set against anyone outside his control getting any new 
liquor licenses too, and, at the time of this writing, just such a 
battle was going on. 

William Nigro applied for a 5 percent beer license for his 
proposed pizza parlor across the street from Westport Square in 
the fall of 1977. There was currently a moratorium set by the 
city council against granting any more licenses to liquor by the 
drink establishments in Westport, for all the reasons above. He 
was turned down. He appealed and won. He won over all the 
ardent legal efforts that William Fowks and the Old Westport 
Improvement Association could bring to bear. He also won over 
the press. The Kansas City Star all but accused him of forging 
signatures on a required consent form from neighbors and using 
his municipal judge father to sway pertinent authorities. The 
fight was continuing on various procedural grounds despite the 
appeal’s success. 

Nigro accused an objecting neighbor and Fowks of going up 
against him because they too wanted to open pizza parlors and 
didn’t want the competition. (In fact, since then, one of Fowks’ 


Nory Miller 


Anderson and Moore wanted the inside frontage as profitable as 
the street’s, so they turned scruffy space (left bottom) into a 
paved courtyard (left top) and added extra touches (right). 
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past half century has been Liberty Memorial, ris- 
ing from a plaza adjacent to Crown Center. 
(Photograph. Patricia Duncan.) It was built with 

a $2 million fund to which fully a fourth of the 
city’s population contributed in honor of its 
World War 1 dead. The dedication of the 30-acre 
site in 1920 was attended by Allied leaders includ- 
ing General Pershing and Marshal Foch and drew 
avast crowd. A formal architectural competition 
followed and the winner was H. Van Buren 
Magonigle of New York. His 217-foot shaft emerg- 
ing from classical pavilions is one of the largest 
Great War memorials anywhere and was the prin- 
cipal theater for Vietnam war protests in the ۵ء‎ 
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~ playin with fire. 


Play around with our free Duraflake FR kit. 
Seeing is believing. Send us a note or call us 
regarding your needs, and we'll send you our 
colorful Duraflake FR kit to help you get even 
more fired up over Duraflake FR. 


Our kit contains product samples, applica- 
tion information, physical properties data, as 
well as information on the full Duraflake 
product line. Mail your requests to: 
Duraflake FR Kit, PO. Box 428, 

Albany, OR 97321. 


Or, call our sales office 
at 503-928-3341. 


@ ouraflake 


Willamette Industries, Inc. 
Building Materials Group 
PO. Box 428 

Albany, Oregon 97321 


Member of National 
Particleboard Association وس‎ 5 


Associate Member of: 


National Kitchen Cabinet Assn. i 
National Furniture Manufacturers Assn 
National Assn. of Plastic Fabricator: 
Architectural Woodwork Institute 


Duraflake FR is a product of the | 
forests—the completely 
renewable industrial 

raw material resource. 
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Play it safe with Duraflake FR. i : 
Specify Duraflake FR, the fire-rated particle- 
board that exceeds Uniform Building Codes 
and was approved and awarded a Class | 
rating by Underwriters’ Laboratories in 1975. 
For the past several years, architects, en- 
gineers, builders and contractors throughout 
the world have been specifying Duraflake FR 
with confidence for offices, hospitals, audito- 
riums, airports, courtrooms...all types of 
buildings where public safety is vital. 


Play it versatile with Duraflake FR. 

You can do almost anything with Duraflake 
FR. It can be drilled, routed, bullnosed, bev- 
eled and precision-machined. Smooth, 
grain-free Duraflake FR is also an excellent 
substrate for easy application of fine wood 
veneers, high and low pressure laminates 
and vinyls for wall systems, as well as 
contract furniture and fixtures. 


Play it smart and always specify 

Duraflake FR. 

For safety, versatility and economy, specify 
FR: We can meet both code and — 
creative challenges. 


Play it for all we’ve got... 
product line. 

Besides fire-rated Duraflake FR, we offer a 
complete range of Duraflake products to 
meet every challenge! Ask for Duraflake that 
is edge-banded...filled...color coated.. 
primed...or treated with hot melt polymer. 

If you need industrial particleboard, door 
core, stair treads, edge filled shelving or 
decking, Duraflake makes those, too. You 
can even specify Duraflake that is custom 
cut to your specs! 


a full Duraflake 
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user involvement in the planning process. 
He views the project as a team effort that 
must seriously consider cost containment, 
flow and interaction patterns and future 
needs. He tends to get overly detailed 
when he describes, on several pages, items 
as technical in scope as the colors, weights 
and sizes of paper in the mailroom, or 

the number of times a particular secretary 
proofreads letters. Additionally, there 

is an obvious lack of graphics that occa- 
sionally leaves the reader at a loss, partic- 
ularly in forming a linkage between 
process and application. Nevertheless, 

the vast bulk of material is well organized 
and readable. A useful action checklist 

in the appendix aids greatly in summariz- 
ing the material and developing a com- 
prehensive and chronological plan for an 
office relocation project. 

Pile is particularly timely with discus- 
sions on energy and human ergonomics. 
He writes, “The practice of lighting with 
inexpensive fixtures . . . to give a desired 
light level and without consideration of 
light quality is likely to provide poor 
lighting at excessive energy. . . .” Al- 
though he favors user involvement, some 
of the complex processes he describes 
are awesome. The book abounds in floor 
plans, illustrations and standards, and 
there is a useful and supplemental appen- 
dix containing suggestions for costing and 
equipment system selection as well as a 
glossary of technical terms. 

Both these books are highly significant 
for interior designers and architects, 
space planners, students involved in office 
planning, corporate policy makers and 
management level facility planners. 
Leonard Alan Schwartzberg, Vice Presi- 
dent, Resource Planning & Development, 
College Station, Tex. 


The Italian Baroque Stage. Documents 
by Giulio Troili, Andrea Pozzo, Ferdi- 
nando Galli-Bibiena, Baldassare Orsini; 
translated, with commentary, by Dunbar 
H. Ogden. Berkeley: University of Cali- 
fornia Press, 1978. 187 pp. $20. 

The development of a scientifically 
based method for depicting real space on 
a two-dimensional surface revolutionized 
painting in Renaissance Italy. Its influence 
on architecture, of course, was strong. By 
providing a sure-fire technique for getting 
it all down on paper, this method encour- 
aged a bolder, more imaginative handling 
of volumes and voids than had been possi- 
ble before. continued on page 92 


point. There is a followup appendix 
which lists sources useful in securing these 
experts. 

Open Office Planning is organized to be 
useful as an on-the-desk, graphic, how- 
to book on office layout. It opens with 
several short chapters on definitions, 
history and arguments leading into the 
open plan, but quickly establishes itself 
as a newfound technical source book. 
The author describes the planning process 
as a series of decisions, evaluations and 
space juggling exercises based on a series 
of matrices, space allocation diagrams, 
proximity analyses, multifloor arrange- 
ments and client participations. From the 


Drawing 12 


base, Pile goes into the building shell 

and support systems, selection of equip- 
ment and furniture systems, the unique 
technical problems of open planning, with 
suggestions for modifying these difficul- 
ties, and user acceptance and continued 
involvement within the office space. 
Numerous photographs, diagrams and 
examples follow the text to stress and 
illustrate the application of principles laid 
out so that one can easily transfer them 
to a project currently on the boards. 

The contribution that Pile and Saphier 
have made to those involved in space 
planning by writing and describing the 
office planning process is most notable, 
because in combination they synthesize 
and express many concepts and ideas that 
were discussed for years as secret and 
mystical subjects among facility and archi- 
tectural planning professionals but here- 
tofore not realized in actual thought 
pattern demonstration. 

Saphier states that his book was written 
“to make management aware of its needs 
and . . . talents required to help meet 
those needs” and provide a guide to 
“organize that help and coordinate the 
knowledge it can supply.” He recognizes 
and illustrates the tremendous value of 


Two ‘Short Courses’ 
In Open Office Planning 


Open Office Planning: A Handbook for 
Interior Designers and Architects. John 
Pile. New York: Whitney Library of De- 
sign. 208 pp. $15.95 (available to AIA 
members from the department of publica- 
tions marketing for $14.35). Planning the 
New Office. Michael Saphier. New York: 
McGraw-Hill, 1978. 230 pp. $18.50 
(available from AIA for $16.65). 
Increased emphasis is being placed on 
efficiency, function, cost and energy con- 
servation in the work space. Top manage- 
ment is showing tremendous concern for 


organizational fluency, corporate imagery, 


employee status, increased production 
and comfort. These two volumes offer 
guidance to planners and executives alike 
in each critical area of project develop- 
ment and coordination. 

The office arena is a complex system. 
It incorporates not only furniture arrange- 
ments, but also technical system and 
equipment design and layout and infinite 
human interactions and traffic patterns. 

It must be responsive to change, and yet 
be a humane place. The authors of these 
books meet this challenge by designing 
a set of planning recipes that strive for 
both optimum technical solutions and a 
response to human needs. 

Both books function, and complement 
each other, as short courses on designing 
the office environs. Planning the New 
Office is organized into five basic building 
block sections that carry the reader 
through the steps of determining need, 
planning for that need, applying the plan 
and developing the process of implemen- 
tation. Descriptions are given to guide 
the planner and client through the evalua- 
tions and considerations before a relo- 
cation or renovation project is tightly 
locked. 

Displayed is a chronological methodol- 
ogy to schedule and control the sequence 
of ordered events, ranging from personnel 
planning, service area definition and 
operational changing through deciding 
whether to rent, build or renovate, in- 
volving oneself with the actual task of 
space layout and making appropriate 
preparation for the change. Helpful short 
notes conclude each section and describe 
the full range of consultants and spe- 
cialists who may provide assistance in 
performing the tasks outlined to that 
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Make the Vernitron system your sys- 
tem. Our engineers will match their 
experience and innovation to your crea- 
tivity, To engineer and install equipment 
designed to meet your specific needs. 

If construction or expansion of a bio 
hazard department is in your future— 
mail the coupon below today. 


I'd like to get Vernitron in my system. Tell 
me more about your sterilizers, washers, 
dryers and T.E.S.S. systems. AIA 379 


Name . Title 

Institution 

Address 

City تک‎ 

State ni Pap ا‎ 


VERNITRON MEDICAL PRODUCTS 
5 Empire Boulevard Carlstadt, New Jersey 07072 


Circle 29 on information card 


placement parts are standard—available 
through your local industrial supplier. 
Goodbye downtime. 

And we give you the Vernitron rep- 
resentative. He's more than a sales- 
man—he’s a washer, dryer, sterilizer pro! 
He can make on-the-spot repairs. Re- 
place parts. Make suggestions. Untangle 
problems. 

Plus, Vernitron gives you ۲۴۰5.5۰ Our 
exclusive Terminal Effluent Sterilizing 
System. Extra protection when involved 
with today’s high hazard bacteriological 
materials. 


Vemitron’s Systems Approach gives 
you a broad range of interrelated steril- 
izers, washers and dryers. The precise 
system to meet your precise needs. Or, 
the individual unit to replace part of your 
present installation.. To solve your 
specific problems. 

Design is simple, so it's easier to train 
personnel. 

Automation’s built in, so operation is 
easier. 

Machinery is readily accessible, so our 
systems are easier to maintain. Modular 
elements snap in, snap out. Many re- 


5 Empire Boulevard, Carlstadt, New Jersey 07072 TELEX: 13-3345 


CABLE: VERNIMED NEWYORK 


of the techniques of illusionistic scenery 
from the fundamental one-point to the 
more evolved two-point perspective which 
made possible the ultimate baroque nov- 
elty: the setting viewed from an angle. 
Finally, the elder Bibiena’s willingness to 
break the rules he himself helped estab- 
lish foreshadowed the concerns of the 
19th and 20th centuries and enabled 
designers to achieve a more viable per- 
formance environment. 

Of course, we are well acquainted with 
the meticulous drawings of baroque stage 
settings by Torelli or any of the members 
of the Galli-Bibiena family, but how are 
we to visualize the effects of these designs 
in an actual theater with costumed human 
figures inhabiting a candlelit space? These 
handbooks provide the clues and help us 
to overcome the discrepancies between 
the rendering of an idea and the actual 
construction of it—a problem which, 
incidentally, plagues all periods of archi- 
tecture, not the least our own. Martin 
Bloom, AIA 


Life Cycle Cost Analysis 2: Using It in 
Practice. David S. Haviland. Washington, 
D.C.: American Institute of Architects, 
1978. 87 pp. Available from the Institute’s 
department of publications marketing: 
$18 nonmember, $14.40 AIA member. 

“In life cycle costing, it is all too easy 
for the proliferation of numbers to pro- 
duce a shell game so elaborate not even 
the most conscientious public servant can 
check on it.” This quote of a U.S. senator, 
included in AIA’s earlier volume in this 
two part series, expresses an apprehension 
about the mystique of life cycle cost 
analysis not uncommon among architects 
and building owners. This second volume 
should not only dispel that apprehension, 
but should also convince many architects 
that life cycle cost analysis can be a 
valuable tool in the design decision- 
making process. 

Haviland introduces the subject of the 
book by posing and answering 14 of the 
most commonly asked questions about 
life cycle cost analysis. They cover a range 
of topics from what costs to include in the 
analysis to how to deal with the uncer- 
tainty of future costs. Perhaps the most 
important concept for architects is the 
statement that “life cycle cost is a tech- 
nique. As such, it is intended for use in 
decision making; but does not substitute 
for the decision-making process itself.” 
Thus, life cycle cost analysis is seen in 
perspective as another tool in the archi- 
tect’s repertoire that can provide informa- 
tion useful in making with confidence 
some of the difficult and important deci- 
sions in the design process. It does not 
override the many other important design 
criteria, however. 

The earlier book, subtitled A Guide 

continued on page 98 


placed from side to side or above or below 
the station point. 

The baroque theater offered a fine com- 
promise between the creation of actual 
environments and a simulation that could 
astonish and delight an audience. From 
the mid-1600s through the end of the 
18th century, a series of detailed hand- 
books on how to achieve this sort of 
sleight of hand was issued by leading 
practitioners of the art. 

It is these which are presented in Eng- 
lish translation by Dunbar H. Ogden in 
this new and copiously illustrated volume. 

Ogden, a professor of drama at the 
University of California, has taken the 
texts by Troili (1672), Pozzo (1700), 
Ferdinando Galli-Bibiena (1711) and 
Orsini (1785) and welded them, with 
annotations, into a comprehensive survey 
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Whenever the architects, for some rea- 
son or other, were prevented from trans- 
lating their conceptions into actual con- 
struction or found that their flights of 
fancy outstripped available means, they 
could turn for expression to a wonderful 
mechanical contrivance—the newly 
evolved proscenium theater of illusion. 
The grandest landscapes or the most 
sumptuous interiors could be convincingly 
represented on a system of flat parallel 
planes succeeding one another on an in- 
clined platform and ending with a back- 
cloth which completed the perspective. 
The entire composition was organized 
around a vanishing point directly oppo- 
site the ducal box and this was certain to 
satisfy the patron if not the relatively less 
privileged members of the assemblage 


Granite. 


Tough enough to take the 
thunder of 10 billion feet. 


_ CONCRETE SLAB 
OR STRINGER LINE 


TYPICAL STEP ARRANGEMENT 


What else but granite can take 38 years of wear and weather without fading, 
staining, or showing measurable wear? That's what made Cold Spring granite 
the ideal choice for the Banker's Life Insurance Building when it was built in 
Des Moines, lowa, in 1939. And that same unique combination of beauty and 
unsurpassed durability make it ideal for today’s floors, facades, core walls, 


steps, malls and walkways — wherever you need maxi- 
mum durability that’s virtually maintenance-free. 
For more information, plus a free copy of our 16-page, 


full color catalog showing all 18 Cold Spring colors avail- 
able, call toll free 800-328-7038. In Minnesota, call (612) 


685-3621. Or write to the address below. 


Cold Spring Granite Company, Dept. Ala- 3 202 South 3rd Avenue, Cold Spring, MN 56320 
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Competition 
in the ENR 500 
circuit is tough. 


During the past year we won the nod from 32% of the nation’s 
52 largest design-constructors to supply their E&O coverage. 
Among ١۸۷۱۳۶ top 5007 firms, Shand, Morahan’s share of 
clients grew to an impressive 28% in the same period. 

What's the competitive edge that 


keeps attracting not only the largest B 
architectural and construction firms ut 


but firms of all sizes to our E&O 
liability program? It’s insurance care- Shand Morahan 
fully customized by experts for the 2 


broadest possible coverage; with Keeps winning 


limits of $20,000,000 or more. Add z= 

our competitive rates and you have 2 b h 

an E&O program that’s way better t e 0 matc es. 
than par. And our quick, courteous 

service makes the business of pro- 
fessional liability a pleasure. 

Shand, Morahan & Company is 
already the second largest under- 
writing manager for Architects and 
Engineers Professional Liability E&O 
in the U.S. Is the number one pro on 
the tour getting worried? He should be. 
After all, we're winning more and more 
big matches from him every day. 

Have your agent or broker call us 
and find out why. 


*Engineering News-Record, May 18, 1978 
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EVANSTON, ILLINOIS 
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HAGER... TRADITIONALLY FIRST 
WITH THE RIGHT ANSWER. 


Sparks of innovative genius flew off Charles Hager’s 
anvil as early as 1848. In those days, his hardware outfitted 
Conestoga wagons. Later, his hinges were used on the early 
wooden Budweiser® beer cases. 

A lot of things have changed since those early days, 
but the tradition of being first with the right answer 
is stronger than ever at Hager. Our technologies 
and skills are hard at work on new products to 
follow in the footsteps of the Camtrol, Torsion, 
Raconteur and our electric and pneumatic hinges. 

That’s why our promise for 
today and tomorrow remains 
the same... whatever the 
need, Hager will be first 
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with the right answer. We think Charles Hager would approve. 
Hager Hinge Company 
139 Victor Street 
St. Louis, Mo. 63104 
= “Everything hinges 
Nw کے‎ on Hager.” 
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A distinctive addition to R-Way’s Greenfield Collection — impeccable detail out- 
standing craftsmanship — finest materials — combined to reflect the confidence of the 
executives who have reached their mark. 


R-WAY 


Showrooms: New York, Chicago, Atlanta, Seattle, Minneapolis 
R-WAY FURNITURE COMPANY, SHEBOYGAN, WISCONSIN (414) 457-4833 
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TRICKS OF THE TRADE, EXPLAINED. 


CSI format to permit ready reference for pro- 
curement packages. 

And we'll make these specs available to 
you, for you to write your requirements around 
them. 

So, if you want to be a blinding success 
in business, build around Bali. And use the 
coupon below for a copy of our brochure, 

The Tricks of the Trade. 


B AL 1 BLINDS 
Avenue, Montoursville, 
unng Company 


Name — سس‎ 
Company 

Address 

City 


Telephone 


™ BALI BLINDS 
BALI IS BLIND IMAGINATION. 
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To be a blinding success, just use your 
imagination. And the Blind Imagination of 
Bali one-inch blinds. 

When you specify Bali, you'll be giving 
your building a more uniform appearance. 
With none of the visual distractions so common 
with drapes. 

That’s only our outside story. 

Our inside story is this: Bali Blinds do a 
better job controlling light than other types of 
window coverings. That saves energy. Even 
when they're wide open, Bali Blinds still work 
at 25% efficiency. 

Bali saves time, too. Because when it’s time 
to move walls as office arrangements change. 
inside and recessed or pocket-mount blinds 
don't have to be moved. 

But there's one thing Bali won't leave to 
your imagination. That’s our specifications. 

Bali Blinds have been specified in a simple 


who has developed some sense of what it 
is and how it works, and who is now 
looking for legitimate opportunities to use 
it in project planning and design.” Though 
the book might have provided a stronger 
emphasis on sensitivity analysis, which 
ultimately is the aspect of life cycle cost 
analysis that gives credence to the result, 
there is little else to criticize in the way 

the book fulfills its intent. 

Haviland’s excellent technical writing 
style has given us a lucid, readable ex- 
planation of a vitally important design 
tool. The book should be a welcome addi- 
tion to the architect’s working library. 
James O. Jonassen, AIA 


The Stones of Athens. R. E. Wycherley. 
Princeton, N.J.: Princeton University 
Press, 1978. 293 pp. $25 hardbound, 
$12.50 paperbound. 

R. E. Wycherley, best known for his 
How the Greeks Built Cities, has come 
forth with this new work. His particular 
ability, as evidenced in both, is to distill 
and make comprehensible the weighty 
volumes of scholarship on classical an- 
tiquity for the general reader. This is no 
small matter, given the corpus of classical 
research and the particular subject matter 
—the evolution of Athens through the 
Periclean period. He once more demon- 

continued on page 106 


with the owner’s operational program 
within the building) to analysis of detailed 
material selection alternatives such as 
type and thickness of roof insulation. 
These examples reinforce the general 
guidelines given early in the book for 
selecting decision issues which can benefit 
from life cycle cost: ۳. . . decisions for 
which alternatives exist . . . which have 
significant continuing cost consequences 
... Which involve costs . . . over which 
you have some measure of control . . . 
whose continuing economic consequences 
are predictable. . . start with early project 
decisions.” 

One also finds that often it is just as 
useful to learn that there is no significant 
difference and the decision may be made 
with confidence entirely on the basis of 
noneconomic criteria, though the analysis 
may show that there is clearly a significant 
long-term economic difference between 
alternatives. 

A volume such as this cannot present 
all of the nuances of each analysis or even 
all of the possible cost consequences that 
may have been considered by the analysts. 
Haviland has opted for clarity of concept 
rather than laborious thoroughness. This 
appears to be the correct choice to this 
reviewer. 

The book is “directed to the architect 
who is interested in life cycle cost analysis, 


Books from page 92 

for Architects, was a primer providing an 
explanation of the basic concept and 
definition of related terms. This volume, 
while not precisely a user’s manual, in- 
cludes enough examples, both real and 
hypothetical, to give a very clear under- 
standing of the type of design decisions 
which can benefit from life cycle cost 
comparisons and of the methods of anal- 
ysis appropriate for different situations. 

The examples, taken from actual case 
histories, are presented as they would 
occur in a typical design sequence, starting 
with the traditional schematic design, 
design development and construction doc- 
uments phases which are normally the 
architect’s responsibility. The sequence is 
then expanded at both ends to address 
predesign and postdesign issues which can 
benefit from life cycle cost analysis, but 
which are often outside the architect’s 
sphere of influence. 

Finally, Haviland constructs a series 
of life cycle cost applications on a single 
hypothetical design project to demonstrate 
the use of the technique in a progression 
of decisions from predesign through de- 
sign and development. 

The examples range from broad analy- 
sis of alternatives for basic building 
configuration which affect the owner’s 
functional use costs (i.e., costs associated 


You can take all that waste space... 
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Shelf. 


With a twist of your hand, a MEG Roll- 
Shelf System rolls away normally- 
wasted file space. Lets you glide 
more files in the valuable space 

you saved! Another quality shelving 
design from Merchandising Equip- 
ment Group, Inc., 100 Bidwell Road, 
South Windsor, CT 06047. Send for 
the brochure that tells you more. 

Or phone (203) 289-8267. 


MEGS 
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genious ways to save energy, 
even in a bitter cold NeW و‎ winter. 


This is the new Nomis Cotton Federal Building i in 4. The shape, as cubical as possible, 
Manchester, New Hampshire. Here, where the minimizes wall area exposed to elements— 
winters are long and icy, avon isa unlike more traditional rectangular 
must. buildings. 

Today, in fact, the federal govemment i is setting 2. The massive north wall has no windows, and 
performance standards for energy conservation in core elements (stairs, elevator shafts, toilets, 
all of its buildings. This one was specially designed etc.) are located adjacent to north wall. 
as a prototype to demonstrate af energy-saving This, of course, is a masonry wall. 
features. 3. The window area is only 12 percent of the 

To the architects, Nicholas | Andrew Isaak of other three walls. 


Manchester, this was an u یت‎ challenge. 4. The mass (weight) of the masonry exterior 
e walls (100 Ibs. per sq. foot) takes maximum 

e ETA .. 00۷0۳0166 01 thermal storage. Walls are 

than other granite veneer, insulation, 12-inch concrete 

5 winter months and block. 

i . Alight-colored roof serves as heat reflector. 

6. Windows are shaded by fins. Fin size varies 


on 


116 to save 53 percent of with orientation of facade. 
Bd by a conventionally 7. The lighting systems are designed for 
ons ed building of the minimum impact on inside heating and 
me dimensions. cooling systems. 
Now, read about some 8. Solar collectors, which augment the heating 
۱۲ the design features system, have been installed on the roof. 
of this building that If you would like more information on the 
can save energy and energy-saving performance of masonry, write 


money on other buildings: IMI. 


ee ات‎ . Nicholas Isaak and Andrew 
soe i eres Isaak, Architects 
] ۷ Davison Construction Co. 
Local 6, New Hampshire,B A C 


International | 
Tr تر تیج‎ 
۳ در‎ cklayers” ماج‎ ternational Union and the 
1 ۴ Contractors in the 0 S.a nd Canada) 


823 15th SA. N. W. Suite 1001 
Washington, D.C. 20005 
(202) 783-3908 
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features steel plate-wa 
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SINGLE UNITS INTEGRATE INTERIOR & EXTERIOR WALL! 


COR-TEN steels, allow architects and engineers 
every opportunity to be original and innovative. 
Before developing any architectural applica- 
tions for USS COR-TEN steels, the designer 
should review the suggestions, limitations and 
precautions contained in the USS publication, 
“USS COR-TEN High-Strength Low-Alloy 
Steel for Architectural Applications” 
(ADUSS 88-6659-02). 

For copies of this book, as well as our Build- 
ing Report and our Design Detail Sheets on the 
Ruan Center, call your U.S. Steel Construction 
Services Representative or write to 
United States Steel, P.O. Box 86 (C1124), 
Pittsburgh, Pa. 15230. 


USS and COR-TEN are registered trademarks. 


Owner: Ruan Center Corporation, 
Des Moines, Iowa. 

Architects: Kendall Griffith Russell 
Artiaga, Inc., Des Moines, lowa. 

Structural Engineers: VanderLinden 
& Associates, Des Moines, Iowa. 
Rittweger & Tokay, Inc., 
Park Ridge, Illinois. 

General Contractors: Neumann Brothers, Inc., 
Des Moines, Iowa. 

Structural Steel Fabricator and Erector: 
Pittsburgh-Des Moines Steel Co., 
Des Moines, Iowa. 

Curtain Wall Fabricator: Venetian Iron 
Works, Inc., Des Moines, Iowa. 


United States Steel 
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The Ruan Center is the tallest building in 
lowa—a 36-story office tower and banking 
pavilion located in the heart of downtown 
Des Moines. 

A highly innovative feature distinguishes the 
Ruan Center: a steel plate wall system in which 
the plate wall and the structural wall are joined 
together into single units. Now, both parts of the 
wall can be fabricated and erected as one piece. 

As an extension of the structure’s grid 
design, the exterior is a system of interlocking 
one-bay wall panels with window openings. 
These panels were fabricated to full-story height 
in two bay sizes—32 8" (with 7 window open- 
ings) and 28 '0” (with 6 window openings). The 
panels have 5/16” USS COR-TEN Steel plates 
on the outside, with painted carbon steel bar 
stiffeners and cover plates on the inside, form- 
ing an exterior/interior window wall. 

USS COR-TEN high-strength, low-alloy 
steel was chosen for its resistance to atmospheric 
corrosion when its exterior surfaces are boldly 
exposed to the weather, and for its minimal 
maintenance needs. 

The Ruan Center frame required 4,700 tons 
of structural steel. 1,600 tons of USS COR-TEN 
steel plate was used for the exterior walls. 
Columns were located on module lines to 
permit a large degree of office-layout flexibil- 
ity. This resulted in an interior layout that 
is virtually column-free and approximates a 
center-core design. 

Structural design simplicity in a modular 
scheme offered yet another dividend: erection at 
great speed. The high-rise was completed in less 
than two years. 

This handsome building is evidence of how 
modern structural steels, especially exposed USS 
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MASTERSPEC you can be sure your spec’s 
are complete, for you are working with the 
established standard of the profession. The 
MASTERSPEC concept is endorsed by The 
American Institute of Architects and other pro- 
fessional organizations. MASTERSPEC is written 
and updated quarterly by specification experts at 
PSAE. 


More Than 1200 Firms Already 
Use MASTERSPEC® 


Not just large firms . . . but small and medium- 
size design offices too, subscribe to MAS- 
TERSPEC. Users comment... 
‘““MASTERSPEC is our specification 
‘bible.’ About 95% of all our project speci- 
fication content comes straight from 
MASTERSPEC.” 
Robert F. Grove, AIA ۱ 
McMurray, Grove & Assoc., Elizabeth, NJ 


“MASTERSPEC helps us work more effi- 
ciently. Personnel costs are stabilized, 
production time is predictable. Subscrip- 
tion costs are a fraction of the cost of main- 
taining a master specification system of 
our own.” 

Lee F. Kilbourn, AIA, CSI 

Zimmer Gunsul Frasca Partnership, 

Portland, OR 


Increase Your Speed, 
and Profits With Accuracy 


MASTERSPEC® 


Design professionals who use MASTERSPEC 
say they wouldn’t be without it. 90% renew the 
service annually. Both the Architectural/ 
Structural/Civil content and the Mechanical/ 
Electrical content, distributed as hard copy, are 
adaptable to automated formats. If you wish, 
you can order a MASTERSPEC Diskette Library 
from PSAE. 

Isn’t it time that you subscribe to MAS- 
TERSPEC, too, and put this time-saving, profit- 
building service to work for you? 

To find out how you can order MASTER- 
SPEC, please call collect. Ask for Leonard Bain. 


(202) 785-7246 


Production Systems for 
Architects & Engineers, Inc. 
A wholly-owned corporation of AIA 
1735 New York Avenue, N.W. 
Washington, D.C. 20006 


MASTERSPEC™ 


With Always-Up-To-Date, 
Dependable Specifications 


Let’s face it. Specifications are important. They 
must be complete and accurate. But you’d rather 
be designing any day. MASTERSPEC makes it 
possible. 

With MASTERSPEC anyone can cut specifying 
time in half. MASTERSPEC is a complete specifi- 
cation system of more than 6,000 pages that 
covers virtually everything you design. It’s writ- 
ten by experts. . . is constantly updated . . . and it 
stands up in court. 


MASTERSPEC® is Easy to Use 
in the “Language” You Need 
MASTERSPEC includes complete user instruc- 
tions and drawing coordination notes. Technical 
content is in three language versions: Narrow- 
scope (the longest. . .and most detailed version), 
Broadscope (less detailed, featuring text for nor- 
mal applications), and Short Language (the 
briefest). Generic specifications rely heavily on 
established industry standards. Lists of nation- 
ally available products which comply with these 
standards are included, as well as alternative 

specifying methods. 


Reduce Your Chance of 
Liability Claims 
Errors and omissions in specifications leave you 
in a vulnerable position, as sole author. With 


Architectural rendering (opposite) 
courtesy of Perkins & Will 


GLASS FIBER 
REINFORCED CEMENT 
FOR VERSATILITY 


HIGH RISE 


The permanence and appearance of pre-cast concrete at one- 
eighth the weight. Window wall unit was glazed and insulated in 
the factory offering substantial cost savings at the job site. Insula- 
tion was installed within the panel without any loss of floor space. 
Architect: Simpson, Usher, Jones, Inc., Anchorage, Alaska. 
Manufacturer: Olympian Stone, Redmond, Washington. 


"COMPLETE WALL SYSTEM 


Functional modular design by Sverdrup 
and Parcel. Floor to roof panels. All 
panels same shape and size and 
removable. Manufacturer: Cem-Fil 
Corporation, Nashville, TN. 


Cem-FIL 


Two International Plaza Drive 
Nashville, TN 37217 
(615) 361-4664, Telex 55-5120 


See Sweets General Building 
(Architectural File) 7.5/Cem 


Intricately detailed one 

2 piece shape. Lightweight but 
with no plastic materials to 
burn or yellow. Architect: 


Warren, Knight & Davies, 
Birmingham, AL. 
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A new lighter weight 
precast concrete product 


For more details, contact: 
Mr. Ralph Robinson 
Mo-Sai Institute 
P.O. Box 685 
Redmond, Washington 98052 


Olympian Stone Co., Inc. 
P.O. Box 685 

192nd NE. & Union Hill Road 
Redmond, Washington 98052 


Buehner Concrete Co. 


Salt Lake ) ty Utah 841 
Economy Cast 
Stone Company 
P.O. Box 3-P 


Precast/Schokbeton, Inc. 
3102 East Cork Street 
Kalamazoo. Michigan 49003 


Southern Cast Stone 


Hamilton Concrete Company, Inc. 


Products Co., Inc. P.O. Box 1669 
1401 East 39th Street Sutherland Ave. & Concord St 
P.O. Box 1935 Knoxville. Tennessee 37901 


Chattanooga, Tenn. 37407 
Wilson Concrete Co. 
P.O. Box 56 

Red Oak. lowa 51566 


Harter Concrete 
Products, Inc. 
1628 West Main Street 
Oklahoma City, Okla. 73106 P.O. Box 720 
South O 
Jackson Stone Co., Inc. 4 
P.O Box 5398 Omahé 
Jackson, Miss 


ssippi 1 
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Raymond Costello 
Project Manager 
Kimco Development Corporation 


( sold us on SOX. 


“Increasing energy costs prompted us to maintenance is minimal. We're already 
consider a change in the lighting system at the considering relamping with SOX at some of our 
Sears’ Town Mall in Leominster, MA,” said Ray 90 other locations across the country.” 
Costello, Project Manager of the development To find out how Norelco SOX lamps can 
firm that operates the facility. satisfy your lighting needs and reduce your 

“Norelco showed us how replacing our one operating costs, contact Bill Attardi, Director 
hundred ten existing 700-watt mercury vapor of Marketing. 


lamps with an equal number 135-watt SOX 

lamps could save us $5,550 annually, while 

providing the same level of light. The SOX 

light is evenly distributed, with no glare or dark 

spots. And shoppers have found no problem in 

finding their cars. North American Philips Lighting Corporation 
“Installation of the new Norelco SRP Bank Street, Hightstown, NJ 08520 

luminaires with their own ballasts was easy, and (609)448-4000 
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orable works to create a messy vitality 
which is typical of all great cities in their 
zenith. Often we tend to forget this fact as 
our minds focus on the great works found 
in Athens. As Cicero said, and appro- 
priately quoted by Wycherley, “There is 
no end to it in this city—-wherever we 
walk, we set foot upon some history.” 
From The Stones of Athens we gain a 
clearer idea of the reality that was under- 
foot. 

What makes this volume of interest for 
the general reader is Wycherley’s synthesis 
of material from classical texts with both 
the processes of the Athenian institutions 
and knowledge gained from the stones of 
antiquity themselves, These passages 
involve both interpretative analysis and 
reconciliation between conflicting infor- 
mation. In terms of content and style, they 
are the most interesting and informative 
in the volume. More dry, and somewhat 
burdensome, are the passages containing 
laborious physical descriptions of the 
buildings or urban elements under dis- 
cussion. For the more learned reader with 
a knowledge of standard architectural 
works such as Dinsmoor’s or Lawrence’s, 
this inclusion seems to break the thread 
of more important discussions. Their 
minor unevenness results from a dual 
intention of the volume: to service both 
the general reader and “the student who 
wishes to pursue particular subjects 
further.” At times, the text seems to favor 
the latter at the expense of the former. 

To undertake such a work as this book 
requires considerable knowledge and sen- 
sitivity. Wycherley aptly demonstrates 
both. There is no question of his expertise 
or the competency of the volume. What 
in this work might be considered as new 
material must, as a matter of course, be 
left to the hardened scholar of classical 
antiquity. For us, the importance lies 
in the clear and concise way in which is 
presented a portrait of the totality of the 
Athens that was. William C. Miller, AIA, 
Associate Professor, College of Architec- 
ture and Design, Kansas State University. 


A World with a View: An Inquiry into 
the Nature of Scenic Values. Christopher 
Tunnard. New Haven: Yale University 
Press, 1978. 196 pp. $15. 

Several years ago, in an effort to spread 
their tax base and encourage commercial 
and speculative growth, the supervisors 
of Chesterfield County, Va., relaxed zon- 
ing and land use controls along two of the 
county’s major traffic arteries. The for- 
ested and agricultural landscape was soon 
supplanted by innumerable, sparkling 
clean, prefabricated hamburger stands, 
restaurants and gas stations. Clusters of 
town house apartments were plunked 
down with seeming disregard for their 
surroundings. The north end of the 

continued on page 110 


duction by James S. Ackerman; text by Myra Nan Rosenfeld. Cambridge, Mass.: 
MIT Press, 1978. $69.95. This work by Serlio, one of the most influential residen- 
tial architects of the Renaissance, has been called the “world’s first treatise on hous- 
ing.” The 16th century manuscript, published in its entirety for the first time, and 
reproduced beautifully, has 73 folios of elegant drawings and 64 folios of handwrit- 
ten notes. Long a treasure of the Avery architectural library, Columbia University, 
the manuscript could not be reproduced heretofore because of high production costs. 
Its publication now is possible only through the subsidization of the Architectural 
History Foundation, New York City. It is a publishing and architectural event that 
Serlio’s treatise on housing “from the meanest hovel to the most ornate palaces” is 
available to scholars. Serlio, an important figure in architectural history, was the in- 
spiration of many of Palladio’s greatest works. Above is “a small house for a king.” 


dence in the light of literature. Included 
in his discussions are not only the well- 
known major parts of the city—the 
Agora, the Acropolis and its monuments, 
the theaters, the Kerameikos and the 
Olympieion—but also the remainder of 
the Athenian fabric: the walls, market, 
houses, streets and so forth. Beginning 
with either a reference from classical 


literature (Pausanius, Thucydides, Cicero, 


et al.) or an archeological fragment, 
Wycherley traces the development of the 
various elements, major and minor, 
through the Periclean age and later. 

All too often—in the shadow of the 
monuments—we forget the small, the 
transitory, the seemingly insignificant fea- 
tures which comprise a total fabric. In 
Athens, as Wycherley brings out, the 
numerous cult shrines, the housing pat- 
terns and types, the market and the streets 
infilled the interstices of the more mem- 


Books from page 98 
strates his thorough knowledge of archeo- 
logical documents and classical literature, 
combined with a personal familiarity with 
the sites, in an attempt to render an 
accurate portrait of “classical Athens.” 

While Rome may have been considered 
the “eternal city,” our Western minds 
move back to Athens, and to Greece in 
general, as the progenitor of our institu- 
tions and cultural foundations. For a long 
period in Western history, the under- 
standing of Greece’s contribution was 
primarily through her literature. Our 
understanding of Greek architecture on 
the other hand is, relatively speaking, 
much more recent. Since the founding of 
the Greek Archaeological Society in 1837, 
our knowledge has systematically ex- 
panded to its present level. 

Wycherley’s analysis of Athens 
attempts to reconcile archeological evi- 
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These guys 
don’t make 
glaring mistakes. 


They bought 
precise light control 
by Holophane. 


Some owners rarely give asecond 
thought to lighting - it’s bright, 
it's right.’ 

Butthat’s wrong. Because the best 
lighting is controlled lighting. The 
kind of lighting knowledgeable 
architects and engineers recom- 
mend for clients like Oliver's Meats. 
They know that Holophane® offers 
precise light distribution with 
minimum glare. Excellent for large 
department stores, schools, audito- 
riums, offices— and butcher shops. 


Efficient use of energy is another 
benefit of controlled lighting by 
Holophane. 


And choices range from HID lumi- 
naires to prismatic lens fluorescent 
fixtures. They all deliver illumi- 
nation which can reduce eyestrain 
and promote better worker 
productivity while giving products 
more customer appeal. 


Learn more about our commercial 
lighting line by calling your local 
Holophane representative. He'll 
show you the latest in attractive 
high quality lighting. And provide 
the ESI, VCP and cost data you'll 
need to prevent glaring mistakes. 


Or contact Chris Keller, 
Johns-Manville Sales Corporation, 
Holophane Division, P.O. Box 
5108-۸۱۸۵۸۵8, Denver, CO 80217. 
Phone 303/979-1000. 


آ۷ 


Johns-Manville 
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AE VINO 


NAME  - وی۵٠:‎ 


Dow Badische, 
manufacturer of 
carpet fibers and 
yarns, has changed 
its name to 
Badische Corporation, 
but you'll find that 
were the same 
innovative company 
you have always 
looked to for leadership 
in the carpet industry. 


PERFORMANCE CERTIFICATION 


Years ago, we set up our Performance 
Certification labelling program to 
ensure that carpets made of our 
branded products perform properly 
throughout their installation life. 


Performance Certified carpets have 
all had to pass a series of exacting 
performance tests before they can 
carry our prestigious Performance 
Certification label. 


Our warranties are important to look 
for when you specify carpet. Zefstat® 
is our Lifetime Anti-Shock Carpet 
Warranty, and Zefwear® is our 5-Year 
Carpet Wear Warranty. These war- 
ranties, granted only to carpets that 
have been tested and meet our speci- 
fications, are further performance 
assurance to you and your clients. 


Product innovation, expert technical 
assistance, a multi-faceted CREATE 
program, strong warranties and 
Performance Certified contract 
commercial carpets are some of the 
ways we are shaping our future to 
serve you better. We not only have a 
bright new name, we have a bright 
new future in the years ahead. Follow 
it with us. 


Badische Corporation 
(Formerly Dow Badische Company) 
Williamsburg, VA 23185 


Zeflon 500™ and Zefion™ are trademarks owned by Badische Corporation 
formerly Dow Badische Company 


Zetran® Zefstat ® Zetwear ®are registered trademarks owned by Badische 
Corporation, formerly Dow Badische Company 


CREATE® is a registered Service Mark owned by Badische Corporation. 
formerly Dow Badische Company 


BASF Member of the BASF Group 
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CR-4, an acrylic/nylon; Zefran Blend 
ZK-3, an acrylic/modacrylic; and 
Zefran Blend H-52, an acrylic/ 
modacrylic/nylon with a rich home- 
spun look. 


We also offer the widest color choice. 
Our Yarn Bank inventories have more 
than 23 million yarn colors and color 

combinations for a virtually unlimited 
selection of carpet colors. 


AND 
SPECIFICATIONS §|;- 
GUIDE 


Performance Certified 
۰ Carpet Lines 
made ان‎ yN ا‎ 
Badische Corporation 1 
Zefran and 0۷ a 
کی کو‎ 


Another unique feature is our 
CREATE® program, a free service that 
helps eliminate many of the risks in 
carpet specifying. 


Contract Carpet Consultants 


Our Contract Carpet Consultants, a 
group of trained carpet specialists, will 
continue to aid you in finding the 
proper carpet for a certain end use 
and traffic class based on fiber and 
yarn, carpet construction, color 
guidance, installation and mainte- 
nance information. 


CREATE also provides you with many 
invaluable aids: our illustrated 
Contract Carpet Selection and Speci- 
fications Guide, job bid assistance 
such as yarn pom chains, and special 
carpet samples, as well as seminars 
dealing with all aspects of contract 
carpet specifying. 


How is our future shaping up? 
Here at our headquarters in 
Williamsburg, Virginia, 
Badische Corporation, now a 
member of the BASF Group, is 
firmly committed to a policy of 
plant expansions and new 
fibers development in the 
contract commercial area. 


We are just as firmly committed to 
serving you in the same personal way 
that we always have—through an 
extensive program which offers free 
technical and specifying assistance. 
The only thing that’s changed is 

our name. 


Carpet specifying, as you well know, 
is a highly technical job; especially 
with the plethora of fibers and con- 
structions to choose from in carpet 
lines today. 


All of our carpet fibers and yarns are 
specially engineered for specific con- 
tract commercial end uses to assure 
proper performance. You'll find them 
in arich variety of carpet styles. 


Zeflon™ nylons from Badische 
Corporation are widely represented 
throughout the carpet market. Most 
prominent is our new advanced- 
performance fiber—Zeflon 500™ 
Solution Dyed Nylon that creates lux- 
urious wool-like carpets with long- 
lasting durability. 


8> 
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8 


Zefran’ Blend CR-4 


Our acrylic line ranges from the ver- 
satile 100% Zefran® Acrylic and 100% 
Zefran Acrylic Berber to three out- 
standing acrylic blends: Zefran Blend 
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county is now cut by congested roads that 
rival Los Angeles at rush hour. Physical 
and visual chaos abound. 

Chesterfield County is not unique. 
Many communities experiencing or desir- 
ing rapid growth have allowed themselves 
to adopt a view of progress that does not 
accept long-range environmental esthetic 
goals. It is to this lack of esthetic con- 
science, too often found in our treatment 
of our environment, that Christopher 
Tunnard addresses himself in his most 
recent book, The World with a View. 

Divided into six essays, the book in- 
vestigates a myriad of divergent topics 
concerning environmental awareness. 
Pulling together, perhaps for the first 
time, the diverse fields of art history, 
literature, landscape architecture, science, 
planning and preservation, Tunnard 
strives to present an all-embracing view 
of the world about us. In approaching this 
ambitious project, the author presents 
studies of townscapes, scenic preserva- 
tion, the garden and brief histories of the 
relationship between landscape and art, 
literature and science. 

The reader is led from 17th and 18th 
century botanical gardens to the produc- 
tive landscapes of agriculture and for- 
estry. An entire chapter is devoted to a 
study of the garden with consideration 
afforded to the villa gardens of antiquity 
and the Renaissance, as well as to the 
landscape theories of Sir William Temple, 
Horace Walpole and Humphrey Repton. 
Also included in this chapter, though per- 
haps less high-art in nature, are influential 
writings by amateur gardeners, including 
such works as Suburban Gardener by 
J. C. Loudon and Instructions in Garden- 
ing for Ladies by Loudon’s wife (no first 
name cited). 

In the chapter on landscape and art, 
Tunnard surveys major Western land- 
scape artists and their respective interpre- 
tations of the world about them. A com- 
mendable addition is the inclusion in this 
chapter of observations on land- and city- 
scapes by such varied writers as Petrarch, 
Wordsworth, Ruskin and James. The 
major portion of Tunnard’s essay on 
townscape is devoted to correcting myths 
traditionally associated with cities and 
their growth. The effects of intrusion and 
demolition within the urban fabric are 
discussed here in contrast to examples of 
selected urban centers which maintain 
their historic character. 

In all, A World with a View gives the 
reader an intense, rapid-fire history of our 
landscape development, with the hope 
that it will serve as the basis for a greater 
awareness and understanding of our 
environment. 

I do not think I overstate the signifi- 
cance of this book by calling it a pioneer- 
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Does YOUR Building 
Meet FIRE CODE 
Regulations ? 


Check the World's One Reliable Source 
of Complete Information 


| چ کک‎ ١ 

<1 تال‎ 
اس‎ ۸ 
N d. 
NESES 


NFPA 
NATIONAL 
FIRE PROTECTION 
ASSOCIATION 
Boston, Mass. 


3 
2° 


Order Today 
for 
Immediate 

Delivery! 


for the complete 
16-volume set 


1979 NATIONAL FIRE CODES 
NEW 16-VOLUME SET AVAILABLE NOW! 


Complete texts of all 238‏ ٭ 
firesafety codes and standards‏ 
featuring the National gineers, health care safety‏ 
Electrical Code professionals‏ 


All the facts on fire protection neatly gathered into 16 handsomely- 
bound volumes. More than 12,000 pages including latest updated 
standards, codes, practices, manuals, guides — featuring the complete 
Life Safety Code and 1978 National Electrical Code. Comprehensive, 
precise, orderly — indispensable reference for all safety profes- 
sionals to keep you currently informed and updated. Durably bound, 
vinyl-coated covers, 5 x 7% in. (Order complete set by No. FC-SET.)- 


è Essential resource for ar- 
chitects, fire protection en- 


NATIONAL FIRE PROTECTION ASSOCIATION 
Publications Sales tment 0-5 

470 Atlantic Ave., 

Dial Direct: (617) 426-2: 


94-0720 ی 
NFPA’ =‏ 


110 AIA JOURNAL/MARCH 1979 


YOU CAN'T SEE CHEM-TRETE’S PROTECTION; 
THAT'S THE BEAUTY OF IT. 


a durable, invisible barrier to liquids, 
but leaves the surface open to breathe 
naturally. 


Some people have trouble believing 
their eyes when they see Chem-Trete 
in action. The only way you can tell 
a treated from an untreated surface 
is by wetting it. On treated porous 
concrete or masonry, water just 
beads up and rolls off. 


The Cologne Cathedral wasn’t 


When contractors began restoring the 700- سے‎ 
year-old Cologne Cathedral,they found the گی‎ 
structure was being ruined by pollutants. تو‎ 


Some sort of protection was needed. 
But oils, coatings and sealants cause dis- 
coloration of stone and destroy its nat- 
ural porosity. 

What would repel water yet retain 
the vapor permeability of the ma- WT 
sonry? The answer was Chem- 07 ۲ 
Trete®a completely different ge = 
kind of hydrophobic treatment 


jects have found Chem-Trete their best answer 
for water penetration problems. 


And in Cologne, Chem-Trete’s beauty 
goes unnoticed while it protects the much- 
noticed beauty of the Cathedral. 


If you would like to see more about Chem- 
Trete, write or call for a free sample: 
Chem-Trete Operations, PO. Box 6504, 
Houston, Texas 77005. (800) 231-1276. 
In Texas (713) 784-8348. 


the first place Chem- Trete was M 
for concrete and masonry. used. Over the past ten years, agcobar 
Through a chemical reac- architects and contractors on 


EA, AN, Me فی سی‎ sani 


tion, Chem-Trete forms 
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Now there's a typing system 
for architects and engineers. 


The Lanier AE lets you 

prepare perfect specifications, 
proposals and other typed work 
in half the time or less. 


flush-right hand margins, centers titles...while 
the AE automatically merges all these changes 
with the desired portions of your master text to 
produce a new, perfect document. Then the AE 
prints out as many copies as you require at less 
than 30 seconds a page! 

You can even use the AE in conjunction with 
the MASTERSPEC® program, now available on 
pre-recorded Lanier discs. This text, developed 
by PSAE, a wholly owned corporation of the 
American Institute of Architects, is a time-sav- 
ing guide for spec writers, now used success- 
fully by over 1,000 firms. 

Find out how the Lanier Architectural/Engi- 
neering Typing System can speed up almost all 
the typing in your office, from 
regular correspondence to 
massive project manuals. 
Send the coupon and ask 
for a free demonstration 
—or just request more 
details. Better yet, pick 
up your phone right 
now کی‎ z toll- LN \ 
free at 41-1706. 

Ask for Bob Jackson. 
(In Georgia call collect 
404-321-1244.) 


Û I want to see the AE in action. Please have your representative contact my office to 


Title 


l 

l 

l 

۱ 

l 

۱ 

l 

1 

l 

۱ 

l 

i 

Best time ۱ 
۸۵ 0۵01 --- مسجت‎ ۱ 
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| 
۱ 
l 
l 
| 
I 
| 
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۱ 


LANIER 


LANIER BUSINESS PRODUCTS. INC 
4 51 ۲ 9 


1700 Chantilly Drive NE Atlanta, Georgia 4 
Û | would like further information on the Lanier Architectural/Engineering 


Imagine presenting your clients and contractors 
with perfect, professional-looking documents 
every time—all originals, not off a copier—and 
regardless of “impossible” deadlines! 

With the Lanier Architectural/Engineering 
Typing System, most kinds of typing in your of- 
fice can be done in half the time it takes now—or 
less! You no longer have to marshall all available 
typists, or hire “temps,” whenever specs must be 
prepared. One secretary can do the work of 
many. 

Your cost efficiency improves dramatically. 
There's less proofreading to do and more time 
to do it in, far less likelihood of errors and has- 
sles, smaller liability risk. 

Lanier analyzed the typing done in many 
architectural and engineering firms, large and 
small—proposals, company resumes or bro- 
chure, bid forms, feasibility studies, specifica- 
tions, reports—and found numerous ways to 
slash the cost of typing. 

The Lanier AE Typing System records all typ- 
ing on magnetic discs. Your secretary can in- 
stantly retrieve any material needed and dis- 
play it on a video screen above her keyboard. 
Instead of spending days retyping, she makes 
only the editing changes you indicate. She in- 
serts or deletes words or entire sections, does 


Lanier Business Products 
Typewriter Division 

Typing System. 

arrange a free demonstration. 
Name 
Phone 

(area code) 

Company. 
Business Address 
City 


ات و ں0 Stalo-‏ 
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ing effort. A problem inherent to inter- 
disciplinary studies does arise, however. 
Tunnard’s quick-paced survey occasion- 
ally presumes the reader’s familiarity with 
subjects outside his discipline. How many 
of us are equally familiar with the history 
of art, landscape architecture and history 
of scientific (botanical) studies? An in- 
terdisciplinary study of this nature de- 
mands a slower pace and additional 
illustrative materials. 

This minor fault aside, A World with a 
View should have wide appeal to varied 
groups concerned with our treatment of 
the environment. It will be of interest to 
students, historians and preservationists, 
and should be required reading for plan- 
ners, developers and redevelopers. As 
Tunnard notes in his conclusion, “There 
is no substitution for firsthand observa- 
tion—going out into the country and into 
the city streets to observe what is seen 
with one’s accumulated knowledge of 
literature and art.” Read this book before 
you go. Barry N. Zarakov, Virginia 
Historic Landmarks Commission, 
Richmond 


The Architecture of McKim, Mead and 
White, 1870-1920: A Building List. 
Leland M. Roth. New York: Garland 
Publishing, Inc., 1978. 425 pp. $48. 

Of interest to scholars and historians, 
this book documents 876 commissions 
and projects of McKim, Mead & White, 
giving their location, date started and 
finished, designer, cost and present condi- 
tion. The introductory essay concerns the 
firms and its great influence on architec- 
ture in this country. 


The Chinese Garden: History, Art & Ar- 
chitecture. Maggie Keswick. Contributions 
and conclusion by Charles Jencks. New 
York: Rizzoli, 1978. 216 pp. $35. 

The untrained eye may confuse the 
Chinese garden with the Japanese, says 
the author of this exceedingly handsome 
book. But the Chinese garden is quite dif- 
ferent. “Confusing and dense, dominated 
by huge rock piles and a great number of 
buildings all squeezed into innumerable, 
often very small spaces, for many foreign- 
ers the characteristic Chinese garden is so 
unlike anything else as to be incompre- 
hensible and even, in parts, grotesque,” 
Keswick says. But behind the forms for 
those who would find them lie “unending 
layers of meaning which become increas- 
ingly esoteric and mystical as they are 
explored.” 

This book, which claims to be the first 
to explore the myths and meanings of the 
Chinese garden since Osvald Siren’s Gar- 
dens of China, published in 1949, covers 
such subjects as the origins of the gardens, 
architecture in gardens and rocks, water, 
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BUY OR SPECIFY Patented NO SPRING 


ELIASON’ 


asy Swing DOORS 


Self Closing- Double Action For Interior 
SERVICE, TRAFFIC OR CONVENIENCE DOORWAYS 


LWP 3: 6061-T6 Aluminum Alloy .063” 
thick, Satin Anodized finish, Std. Win- 
dows, Fasteners and Hinges included. 
Easy to install, easy to use. Useful for 
Patient Care, Food Service, Variety, 
Discount, Department Stores. Thousands 
used in Supermarkets. 


LWP 4: Same as “LWP 3” except with 
decorative high pressure laminate both 
sides, Decorative doors are practical with 
Protective accessories. Door illustrated 
has 24” high Base Plates and two sets of 
Bumper Strips. 


SCP 5: A Solid Core Door 3/4” thick. 
Illustrated door has Anodized Aluminum, 
Top Panels, 18 gauge steel center panels 
(SS front, Galv. rear), 14 gauge high 
carbon steel kick plates. Write for options 
and other Solid Core Door models. 
Applications same as “LWP 3”, a heavier 
door but same easy action. 


SCP 8: A Solid Core decor door, Illus- 
trated door has 18” high Base Plates 
and Edge Trim (18 gauge Stainless Steel). 
Decorative High Pressure Plastic Laminate 
above Base Plates to top of door both 
sides. For Food Service and other areas 
where Solid Core Decor doors desired. 
Write for other models and options, 


SCG 1: Gasketed, Solid Core Door 3/4” 
thick. Illustrated door has Anodized 
Aluminum top Panels and 48” high 18 
Gauge Stainless Steel Base Plates. For 
Refrigerated areas, Work Rooms, Pro- 
cessing and Cooler to Processing. Write 
for options and accessories. Ask about 
1%" thick Foam Core Doors. 


The above illustrations represent just a few standard door 
models. All Easy Swing Doors are shipped complete ready to 
install. Write for your free door catalog today listing hundreds of 
options accessories and other models. 


Easy Swing DOORS NATIONALLY EXHIBITED 
SUPERMARKET, RESTAURANT, NAT’L. HOTEL MOTEL, 
NARGUS, CSI, NEHA and AM, HOSPITAL SHOW 


WRITE OR CALL FACTORY FOR SPECS & PRICES 
LISTED IN SWEETS CATALOG FILES 


ELIASON Easy Swing? DOOR Division 


Corporate Headquarters: KALAMAZOO, MI USA Cable: EASYSWING 


BOX 2128 KALAMAZOO, MI 49003 PHONE: 616/327-7003 
BOX 1026 WOODLAND, CA 95695 PHONE: 916/662-5494 
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beautiful as the tile at the Alhambra. 

Over the long haul, they also cost less than 
other materials. 

We offer a wide variety of colors, sizes and 
shapes of ceramic mosaics. We also offer over 
45 stock patterns. And we ve got a Design 
Service to help you execute your ideas. 

See our exquisite line of ceramic mosaics in 
Sweet’s General Building File, at an American 

Olean Showroom (check 
the Yellow Pages), or write: 
American Olean Tile Company, 
2611 Cannon Avenue, Lansdale, Pa. 19446. 


American 
Olean 
Tile 


Express yourself with our porcelain ceramic 
mosaics. The material that lets you create limit- 
less designs and patterns. And never limits your 
creativity the way synthetic materials do. 

You can use ceramic mosaics to design super- 
graphic murals and geometric floors; Art Deco 
motifs, Ravenna-style interiors or anything 
else you can imagine. 

American Olean Ceramic Mosaics are im- 
pervious. They won't stain, dent 
or burn like their imitation 
counterparts. And they should 
last as long and remain as 


A National Gypsum Company 


American Olean Ceramic Mosaics. 
Let them capture your imagination. 


ا 
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American Olean is Ceramic Tile. 
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For complete information 
on Concrete Pavers 
contact the NCMA member 
listed closest to you. 


CALIFORNIA 
General Concrete Products 
15025 Oxnard Street, Van Nuys, California 91411 
Phone: (213) 781-1350 
COLORADO 
St. Vrain Block Co. 
131 3rd Avenue, Longmont, Colorado 80501 
Phone: (303) 776-5035 
a Block Co. 
P.0. 903, Loveland, Colorado 80537 
Phone: (303) 667-4480 
CONNECTICUT 
Plasticrete Block & Supply Co. 
99 Stoddard Ave., North Haven, Conn. 06473 
Phone: (203) 239-4216 
GEORGIA 
Kingery Block Co. 
3150 Pacific Avenue, Austell, Georgia 30001 
Phone: (404) 914-1488 
HAWAII 
Ameron HC & D 
811 Middle Street, Honolulu, Hawaii 96819 
Phone: (808) 841-0911 
IDAHO 
Pumice Products Co. 
1300 E. Franklin Rd., Meridian, Idaho 83642 
Phone: (208) 888-4050 
KANSAS 
= itol Concrete Products Inc. 
N. Tyler, To oa, Kansas 66608 
Phone, (913) 233-3271 
LOUISIANA 
Louisiana Concrete Products Co. 
P.0. Box 1107, Baton mar La. 70821 
Phone: (504) 356-5281 
MARYLAND 
Balcon, Inc. 
Pulaski Highway & Rossville Blvd 
Baltimore, Maryland 21237 یی‎ (301) 687-5200 
سس ار‎ Bro, & Son, Inc. 
800 N. Haven St., Baltimore, Maryland 21205 
Phone: (301) 276-2731 
MASSACHUSETTS 
Ideal Concrete Block Co. 
232 Lexington St., Waltham, Massachusetts 02154 
Phone: (617) 894-3206 
MINNESOTA 
Concrete Materials Inc. 
639 Riverside, Box 402 
Owatonna, Minnesota 55060 Phone: (507) 451-7278 
Borgert Concrete Products, Inc. 
Box 37, St. Joseph, Minnesota 56374 
Phone: (612) 251-1133 
MISSOURI 
Kirchner Industries, Inc. 
12901 St. Charles Rock Road 
Bridgeton, Missouri 63044 Phone: (314) 291-3200 
NEBRASKA 
Omaha Concrete Stone Co. 
2858 Sahler Street, Omaha, Nebraska 68111 
Phone: (402) 451-4000 
ساس‎ Concrete Block Co., Inc. 
4215 "R" St., Omaha, Nebraska 68107 
Phone: Roa 731-0900 
NEW JERSEY 
Best Block Co., Inc. 
P.0. Box 392, 1025 Route # 
Metuchen, New Jersey 0 Phone: (201) 549-1234 
NEW MEXICO 
= ire Block Co. 
5 2nd St., تس‎ pe, New Mexico 87501 
Phone. (505) 982-9 
NORTH چ لم‎ 
Adams Concrete Products Co. 
P.0. Box 33392 Method Station 
Raleigh, North Carolina 27606 
Phone: (919) 851-6220 
OHIO 
ا الد‎ Inc. 
Box 46387, porn Ohio 45246 
Phone (513) 874-234 


TEXAS 
The Featherlite Corp. 
P.0. Box 1029, Austin, Texas 78767 
Phone: (512) 477-2000 


UTAH 

Lehi Block Company 

۶.0۵, Box 72100 1 Brick Plant Road 

Lehi, Utah 84043 Phone: (801) 768-9161 
VIRGINIA 

H. T. Ferron Company 

P.O. Box 501, Charlottesville, Virginia 22902 
Phone: (804) 295-4848 

WASHINGTON 

ge Concrete Products, Inc, 


.0, Box 2068 
Vancouver, Washington 98661 
Phone: (206) 694-3381 
Layrite Concrete Products of pate, Inc. 
7265 East Marginal Way Sout 
2.0. Box 80426, Seattle, Washington 98108 
Phone: (206) 762-8681 
Layrite Products Company 
East 1225 Trent, ۰ Box 2585, Terminal Annex 
سس لسن‎ 99220 Phone: (509) 535-1737 


BEND | INDUSTRIES, INC. 
N91 ۷17174 Appleton Ave. 
Menomonee Falls, Wisconsin 53051 
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Any firm owner would think twice before 
spending such money on a piece of equip- 
ment, yet many brochures are “so hap- 
hazardly done that they are patently 
improvisations produced without a clear 
understanding of the problems they are 
supposed to solve, the need they are 
supposed to fill.” Like a poorly designed 
building, a poorly designed brochure 
reveals the design professional’s “uncer- 
tainties.” Travers’ book is aimed at re- 
moving those uncertainties about bro- 
chures. 

Using brochures of many U.S. design 
firms, as examples, Travers discusses the 
function of a brochure, what to include 
and its design and production. This is not 
to make the reader an expert in graphic 
design, but to give a firm’s decision 
makers “sufficient knowledge” of the 
planning and production process so they 
can “effectively and intelligently” guide 
the work of the graphic designer. 

The book is published by Management 
Books, a division of Arts & Architecture 


Press, 1119 Colorado Ave., Santa Monica, 


Calif. 90401. 


The Architecture of Self-Help Communi- 
ties: The First International Competition 
for the Urban Environment of Developing 
Countries. Michael Y. Seelig. New York: 
McGraw-Hill, 1978. 205 pp. $25. 

In late 1973, the staff of Architectural 
Record conceived the idea of an interna- 
tional design competition for the urban 
environment of developing countries. One 
major problem was identified: squatter 
settlements that now make up nearly half 
of the third world cities’ population. Spon- 
sored by the International Architectural 
Foundation, Inc., a nonprofit corporation 
established in 1974, the competition 
designated the design of a self-help com- 
munity in the heart of Manilla, the Philip- 
pines. 

Of the 476 entries from architects in 52 
countries, this book includes 33 projects. 
Details, with jury comments, are given of 
the submissions that won first prize (Ian 
Athfield of New Zealand), second prize, 
third prize and honorable mentions. The 
other projects Seelig has elected to include 
have been selected to illustrate innovative 
ideas. There are more than 200 photo- 
graphs and drawings to complement the 
text. 

The designs could be adapted for con- 
gested urban areas throughout the world. 
And to further this end, the International 
Architectural Foundation has distributed 
2,000 free copies of the book to third 
world countries. 

Seelig, partner in the consulting firm of 
Gutheim/Seelig/Erickson and associate 
professor of planning at the University of 
British Columbia, was in charge of con- 
ducting the competition, managed by his 
firm for the foundation. O 
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flowers, trees and herbs. A concluding 
chapter on meanings of the Chinese gar- 
den is supplied by the critic Charles 
Jencks, who is the husband of the author. 
The book is beautifully illustrated with 
photographs by the author, taken over 
many years, and with reproductions of 
paintings. It will provide pleasure to all 
who like art and architecture. 


Construction Materials: Types, Uses and 
Applications. Caleb Hornbostel. New 
York: John Wiley & Sons, 1978. 878 pp. 
$35. 

Every architectural library and even the 
small architectural firm ought to invest 
$35 in this reference volume on construc- 
tion materials. It collects in a single book 
information that is scattered throughout 
technical literature. Its author is no neo- 
phyte, having authored Materials and 
Methods for Contemporary Construction 
(1974) and Materials for Architecture 
(1961), as well as other books and articles. 

The book is certainly not for bedtime 
reading. It’s too thick and heavy, in the 
first place, but primarily it is for reference, 
not straight-through reading. Its place is 
on the desk of the design professional. 

Hornbostel says his basic purpose “is to 
give a comprehensive overview of con- 
struction materials in general and not to 
provide a complete treatise on any specific 
construction material.” Arranged alpha- 
betically by construction material, from 
abrasives to zirconium, and including as 
well nails, paint, water, etc., the book pro- 
vides the user with such information as 
physical and chemical properties, types 
and uses, history and manufacture, appli- 
cation, conditions favorable and unfavor- 
able to use. Throughout the book, there 
are diagrams, charts and tables to further 
aid the reader, as well as reference to 
standards, codes, specifications and other 
requirements. And fortunately, there is a 
detailed index—a necessity for such a 
reference work. 


Preparing Design Office Brochures: A 
Handbook. David Travers. Santa Monica, 
Calif.: Management Books, 1978. 125 pp. 
$9.95. 

This excellent manual for the owner/ 
manager of a design firm—not the graphic 
designer—is a guide to the production of 
effective brochures. Travers, former editor 
and publisher of Arts & Architecture 
magazine and now a management con- 
sultant to design professionals, maintains 
that an office brochure is a design problem 
as surely as a building is and that the 
brochure should demonstrate to the client 
that the firm knows what it’s talking about 
when it comes to design. 

Also, a brochure costs a lot of money 
(he comments that a “first-rate” graphic 
designer will charge up to $400 a page). 
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Parking area, Shopping Center, Baltimore, Maryland. Note that 
white units were installed to provide permanent parking space 
marking. Jewell Downing & Associates, Architects. 


Concrete Pavers represent a new and practical way to 
give otherwise uninteresting paved surfaces a touch of 
class and individuality. Pavers deliver color, texture, pat- 
tern, all in human scale. Installation is fast, easy and 
economical. Repairs can be made without tearing up en- 
tire paved areas. And Concrete Pavers are strong and 
durable, regardless of climate. Pavers will support both 
pedestrian and heavy vehicular traffic. More informa- 
tion? Just call the NCMA block producer member listed 
on the opposite page. He'll give you all the details, or 
check with us. 


Roosevelt Island, New York City. This new town in the East River 
uses Concrete Pavers over a total area of 416 acres for both 
pedestrian and vehicular traffic. Installation has been in use 
since 1972. Zion & Breen Associates, Landscape Architect & 
Site Planners. 


Concrete Pavers end the 
paving “blahs” with a beautiful, 
functional and practical new 
product. 


For streets, sidewalks, plazas, 


shopping malls, parking and 
recreational areas and more. 
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away, says Tyndale Daniell, a barrister and administrator of the 
Temple Bar Trust. This fund has been set up to move and restore 
Temple Bar in the churchyard of St. Paul’s Cathedral—Wren’s 
masterpiece. In the early days, however, simple posts and chains 
marked the barrier, the city fathers having determined that they 
had no responsibility for what happened west of the barrier. 

A few of the events that have taken place at Temple Bar illus- 
trate its place in British history. Edward, the Black Prince, rode 
through on a black pony in April 1357, triumphantly leading the 
conquered King John of France, who rode on a white horse. 
During the Peasant’s Revolt of 1381, when Temple Bar was pil- 
laged, Richard II went through the entrance to encounter Wat 
Tyler, leader of the peasants. Daniell says that “among those 
passing through Temple Bar about April 1385 were the pilgrims 
who joined with Geoffrey Chaucer at the Tabard Inn and set off 
together for Canterbury.” 

In 1502, the funeral cortege of Elizabeth of York, queen of 
Henry VII, stopped at Temple Bar on its way from the Tower of 
London to Westminster Abbey. Court officials, forbidden to go 
east of the barrier, waited beyond until the city officials gave the 
body of the queen over to them. Anne Boleyn, second queen of 
Henry VIII, is said to have gone through Temple Bar on the way 
to her coronation. The citizens cheered her and drank wine 
which flowed from conduits. 

In 1533, the city corporation built a sturdier structure, and a 
wooden house for guards was provided. It was here that those 
who wanted to enter the city had to have their credentials ex- 
amined. Queen Elizabeth I, in 1588, stopped at Temple Bar on 
her way to old St. Paul’s Cathedral nearby to give thanks for the 
defeat of the Spanish Armada. It is believed that for the first time 
the lord mayor presented the sword and keys of the city to a 
sovereign. The sword and keys were ceremoniously returned. 
Her successor, King James I, made his way into the city through 
Temple Bar, “ambling under a canopy headed by eight gentle- 
men of the Privy Council,” says a historian. 

The Great Fire of 1666 did great damage to London. Temple 
Bar was gutted and St. Paul’s was badly damaged. Sir Chris- 
topher Wren was made surveyor general of the royal works by 
Charles II and was given the responsibility of drawing up a new 
plan for London, widening the medieval streets and designing a 
new gateway to the city. Even before the fire, the narrow, wind- 
ing streets and the gateway had been inadequate for the growing 
traffic of goods and people. 

It was no easy task to design a gateway at an area which had 
come to symbolize English law and freedom and to have wit- 
nessed so much “pomp and circumstance.” Formally opened in 
1672, having been two years in building, Wren’s Temple Bar has 
a large central arch, through which heavy carriages could pass, 
and two flanking smaller arches for pedestrians (see photo above 
of an 1860 painting by E. Turck). Above the central arch is a 
superstructure with Corinthian pilasters, and on either side are 
niches that contain statues by John Bushnell of Charles I and II 
and of James I and Elizabeth I (some historians attribute the last 
named effigy to Anne of Denmark, James’ queen). Tyndale Dan- 
iell describes Wren’s design as “English Renaissance. It is simple 
and perfect.” 

Wren “combined in the finished work all that could be ex- 
pected to fit in with monarchical whim and forensic taste,” says 
a biography of Wren published in 1923 as a bicentenary memo- 
rial volume to the architect under the auspices of the Royal Insti- 
tute of British Architects. Wren “could no more escape the tone 
and fashion of his day than the Papists could be weaned from 
ideas of a restoration of an ancient faith. . . ۰ Wren caught the 
prevailing opinion associated with the picturesque, and pleased 
both citizens and courtiers, so, whatever may be urged against 
this structure, it certainly has the merit of character.” 

What may seem a revolting custom to us developed within a 
few years after the arch was completed. Heads of the executed 
were placed on spikes over the entrance. John Evelyn wrote in 


Returning the Historic 
Entry to London Towne 


Christopher Wren’s Temple Bar arch sits ‘like 
a waif’ in a remote estate. By Mary E. Osman 


Television watchers in the U.S. have seen the colorful ceremonies 
when Queen Elizabeth II has asked permission to enter the city 
of London at its traditional entrance from the west where the 
royal city of Westminster ends and “legal London” begins. The 
sovereign receives the keys to the city, which are then returned 
by the queen to the lord mayor—a “right” which has been care- 
fully preserved through the centuries by the lord mayor and the 
city corporation. The ritual has come to symbolize the rights of 
the common man under the common law handed down since the 
Magna Carta, the revered charter of English political and civil 
liberties granted by King John at Runnymede on June 15, 1215. 
This place of entrance to the city has been where the city corpor- 
ation and the lord mayor have paid homage to the sovereign and 
the sovereign, in turn, has recognized the freedom of the people. 
As long ago as the 13th century, a barrier marked the bound- 
ary of London and Westminster to keep undesirables out of the 
city and to protect tradesmen. The area came to be called “Bar 
of the Temple,” later contracted to Temple Bar. Now marked by 
an obelisk, the site once was adorned by a gateway arch designed 
by Sir Christopher Wren. The arch now sits “like a waif” 15 miles 


118 AIA JOURNAL/MARCH 1979 


widespread approval, and in 1976, a trust was formed to save 
the monument and restore it at St. Paul’s. 

Americans have joined the British in an effort to restore this 
monument which is important not only because it is the design of 
one of England’s greatest architects, but also because it is a 
“symbol of freedom under the common law.” The American 
Foundation for Temple Bar, chaired by Charles A. Bane, a 
Chicago lawyer, has been formed. American architects and others 
are asked to join American lawyers in helping provide a new life 
for Wren’s gateway. And when Temple Bar is finally rededicated 
at its new site near St. Paul’s, architects are invited to participate 
in the ceremonies. On that occasion, Daniell asks, “Where will 
the distinguished disciples of Wren’s profession be?” And ans- 
wers: “In the front row, ladies and gentlemen, please.” 

Inquiries may be directed to Charles A. Bane, Chairman, 
American Foundation for Temple Bar, Suite 4200, One First 
National Plaza, Chicago, Ill. 60670. U 
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1696: “The quarters of Sir William Perkins and Sir John Friend, 
lately executed on the plot, were set up at Temple Bar, a Dismal 
Sight which many pitied.” Temple Bar also became the site for 
pilloryings. One engraving (above) shows that it was here that 
Daniel Defoe, author of Robinson Crusoe (1719) and Moll 
Flanders (1721), journalist and secret agent, was fined, im- 
prisoned and pilloried for his treatise, Shortest Way with Dis- 
senters (1702). 

There enshrined in history stood Wren’s gateway near his 
masterpiece, the reconstructed St. Paul’s Cathedral. Both were 
a part of the fabric of London. In 1878, however, when the 
building of the Royal Courts of Justice necessitated the further 
widening of streets, the gateway arch was removed to its present 
site 15 miles away in Theobalds Park. It was saved by Sir Henry 
Bruce Hedworth Meux, a wealthy brewer, who moved the gate- 
way at his own expense to his home at Cheshunt. Some years 
ago, the Meux mansion was converted to institutional use, and 
Wren’s design has been neglected and vandalized (photo at right). 

Barrister Daniell has described the plight of Wren’s design: 
“Sad it is that this historic gate through whose portals have 
passed the crowned heads of state and their families, the great 
citizens of the commonwealth, and which has shared with the 
people of England the joys and sorrows, ceremonies, pomp and 
pageantry, and which stood for 200 years as the symbol of the 
independence of the city of London, now stands roofless and 
derelict, yet ever proud, behind an enclosing fence of concrete, 
beer bottles and barbed wire.” 

The present owners, trustees of the Meux estate, have offered 
the monument to the city of London, and many ideas and plans 
to retrieve and restore it have been advanced. British architects 
have made drawings of the gateway shown against the north 
elevation of the northwest tower of St. Paul’s, forming an appro- 
priate arch adjacent to the cathedral. This plan has received 


Commoner started speaking out elo- 
quently on the consequences of radioac- 
tive fallout in the mid-’50s. He was a 
member of the Committee for Nuclear 
Information, and, according to Time, it 
was a victory for him and the committee 
that the 1963 nuclear test-ban treaty 
was signed. 

The jury on Institute honors said that 
Commoner, “departing from a scientific 
base in cellular biology, has made the en- 
tire biosphere his and our concern.” His 
books and articles and lectures “have 
marked him as a most articulate spokes- 
man for the concerns of ecology and the 
conservation of our natural resources.” 

The jury said that the Bedford- 
Stuyvesant Restoration Corporation “has 
successfully mobilized the resources of 
politics, finance and community pressure 
to stabilize the neighborhoods and im- 
prove their physical environment.” 

The corporation evolved from a visit 
by the late Senator Robert F. Kennedy to 
the area in 1964. The community was 
suffering from rapid economic and physi- 
cal decline. With support from Senator 
Jacob Javits and Mayor John Lindsay, 
Kennedy launched a plan that would aid 
the area’s 400,000 residents—80 percent 
black, with most of the remainder Puerto 
Rican. 

Two complementary organizations were 
formed—the Bedford-Stuyvesant Res- 
toration Corporation, representing the 
residents, and the Development and Serv- 
ices Corporation made up of leading 
financial and corporate institutions. At 
the end of 1973, the development cor- 
poration was absorbed by the Bedford- 
Stuyvesant Restoration Corporation. 
About $50 million in federal funds and 
$15 million in funds from private sources 
have been invested in the area. 

Using the assets—housing stock con- 
sisting primarily of row houses on wide 
streets that were 22 percent owner- 
occupied—the corporation moved to 
bring to the area the things that were lack- 
ing, such as shopping facilities and em- 
ployment opportunities. The most visible 
of the efforts are the construction and 
rehabilitation projects, although problems 
of health, education and social welfare 
have also been addressed. 

Among the construction projects is the 
“Superblock,” by I.M. Pei & Partners 
and landscape architect M. Paul Freidberg 
& Associates, and the shopping center, 
Restoration Plaza (photo above), by 
Arthur Cotton Moore Associates. Other 
key projects have been carried out by 
local black firms. An old milk-bottling 
plant was converted into corporate head- 
quarters by Fisher/Jackson Associates 
and a 267-unit new housing development 
was designed by architect Harry Simons. 
Some rehabilitation projects and most 
of the liaison for the corporation has been 
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For Integration of Disciplines: 
Commoner, Bedford-Stuyvesant 


AJA’s jury on Institute honors has se- 
lected Professor Barry Commoner, Wash- 
ington University, St. Louis, and the 
Bedford-Stuyvesant Restoration Corpora- 
tion in Brooklyn, N.Y., to receive medals 
awarded annually to individuals or groups 
responsible for specific accomplishments 
demonstrating the integration of several 
disciplines related to architecture. 

Barry Commoner, since 1965 director 
of the center for the biology of natural 
systems, and since 1976 professor of 
environmental science at Washington 
University, is well known to many Ameri- 
cans, a cover of Time magazine having 
been devoted to him in 1970. The maga- 
zine called him the “uncommon spokes- 
man for the common man,” commending 
him for the manner in which he presents 
scientific issues directly to the public to 
encourage people to take an active part 
in shaping social policies. 


Norman McGrath 


Called the “Paul Revere of ecology” by 
a pollution expert, Commoner has given 
the public his views in testimony before 
Congress on long-reaching legislation and 
in many articles and books. It was The 
Poverty of Power (1976) which estab- 
lished him as what one critic has called a 
“unique” scientist who is able “with hip 
rhetoric and moral fervor . . . to tread 
the narrow path between the Establish- 
ment and the counterculture in this coun- 
try. ...” In this book, large sections of 
which were published in The New Yorker 
magazine, Commoner places our pro- 
fligate waste of energy in a larger societal 
context. 

Energy expert Richard S. Stein, FAIA, 
has said that he has no doubt that the 
“broad point of view of Barry Commoner 
was central to the early involvement of 
AIA” in matters of energy and environ- 
mental concerns. “His basic philosophical 
concern for the unity of the ecosystem, 
for the interconnection of all events that 
affect the environment and for the impact 
of modern technology at an unprece- 
dented scale have given us important 
insights.” 
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provides advice in the selection of struc- 
tures, and the Library of Congress, which 
receives the records and arranges for their 
availability to the public. 

Horace Marden Albright, former direc- 
tor of the park service, has called Peterson 
“one of the great architectural historians 
of our time.” He said Peterson was a 
“tower of strength” to him when he di- 
rected the park service. The Department 
of the Interior gave Peterson its distin- 
guished service award in 1961. 

Peterson has worked on many projects 
for the Society of Architectural His- 
torians, having been its president and also 
editing for many years “American Notes” 
in SAH’s Journal. A recent accomplish- 
ment was his editorship of the book 
Building Early America, published on the 
occasion of the 250th birthday of the 
Carpenter’s Company of the City & 
County of Philidelphia. A review of the 
book in the British Journal of the Royal 
Society of Arts said that it was a pleasure 
to read, “not only because of the literary 
ability and exceptional knowledge of the 
authors, but because the marshalling 
powers, the masterly overall editorial 
skill, of Mr. Peterson have given coher- 
ence to a great theme.” 

A charter member of the National 
Trust for Historic Preservation, Peterson 
received in 1965 its most outstanding 
honor, the Louise du Pont Crowninshield 
award of “superior achievement” in his- 
toric preservation. 

Steen Eiler Rasmussen, Danish archi- 
tect and town planner, holds honorary 
fellowships not only in AIA, but also in 
the Royal Institute of British Architects 
and the Bavarian Academy of Fine Arts. 
His book, Experiencing Architecture, one 
of the first 100 books published by MIT 
Press, has been through 15 editions since 
its publication in 1959. Architectural pro- 
fessors have praised it as a teaching tool, 
saying that the book is particularly effec- 
tive in the manner in which it discusses 
the way people react to open space, and a 
critic has said that its language “is so 
lucid and clear that every layman and be- 
ginner will be able to understand and to 
enjoy it. At the same time, the expert, 
practicing architect and esthetician alike, 
will appreciate the precise formula- 
tions... .” 

Rasmussen, who has been a visiting 
professor at the Massachusetts Institute 
of Technology, Yale University, Univer- 
sity of Pennsylvania, the Royal College of 
Art in London and the University of 
California at Berkeley, has written other 
books, including London, The Unique 
City, Towns and Buildings and works on 
architecture and city planning in Danish, 
German and Swedish. He says that his 
aim “in all modesty” is to try to explain 
the “instrument the architect plays on, 
to show what a great range it has... .” 
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VICRTEX sculptures CHACO... 


the natural look captured in vinyl for walls 


Unusual depth perception ...vinyl wallcovering with a texture so luxurious, 
the eye can virtually “feel” it. 
And... because its design derives from beautiful, natural textural sources, Chaco— 
while contemporary in temperament — is timeless 0 universal in application. 
It is scuff-stain-heat-and-mildew resistant... 
available in 54" standard widths and 18 colorways to meet every design demand 
Swatches available. 


L.E. CARPENTER and Company 4< A Dayco Company. 170 North Main Street, Wharton, N.J. 07885, (201) 366-2020/NYC (212) 751-3565 
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in the Museum of Modern ۸۳5 exhibi- 
tion, “Built in U.S.A.” The self-taught 
architect was among the first to design 
houses with a modular systems approach. 
He calls himself a “cottage industry,” 
insisting when possible in being not only 
the architectural designer, but landscape 
architect, interior designer, sometimes 
furniture designer and often craftsman. In 
1977, the Portland Chapter/AIA spon- 
sored an exhibition of his work and gave 
him an award for meritorious service. In 
recent years, he has turned his attention to 
the design and installation of art galleries. 


Directors Named at Institute in 
Education, Government A ffairs 


Two new program directors have been 
appointed in AIA’s department of educa- 
tion and professional development. And 
the Institute has added the new position of 
director of policy research and develop- 
ment, government affairs department. 

John B. Kelso, AIA, director of con- 
tinuing education, was president of his 
own firm for seven years in Hollywood, 
Fla., prior to moving to Boone, N.C., 
where he maintained a studio practice 
while completing the requirements for 
a master of architecture/urban design 
degree at Virginia Polytechnic Institute 
and State University. He also holds a 
bachelor of architecture degree and a 
master of arts in higher education and 
administration. 

Alan R. Sandler, director of environ- 
mental education, worked for nine years 
in education of the built environment, 
principally in Tampa and Tallahassee, 
Fla. More recently, he served as a man- 
power planning and management special- 
ist for Florida’s office of manpower 
planning. For six years, he was a member 
of the advisory board of Philadelphia’s 
Group for Environmental Education. He 
holds an associate degree in architecture 
from Temple University and a bachelor of 
design degree in architecture from the 
University of Florida. 

Michael Blevins, director of policy re- 
search and development, has been assist- 
ant director of legislative affairs for the 
National Society of Professional Engi- 
neers for the past year and a half. A 
graduate of Ohio State in journalism, 
he worked with U.S. News & World 
Report for four years as chief of news 
research, covering Capitol Hill and na- 
tional politics. 

As directed by AIA’s board of direc- 
tors, Thomas Bennett, assistant secretary, 
has succeeded Maurice Payne, AIA, in 
assuming staff responsibilities for interna- 
tional relations activities, including liaison 
with international and foreign architec- 
tural associations, foreign inquiries, staff 
support for the international relations 
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® Rear Admiral Donald G. Iselin, com- 
mander of the naval facilities engineering 
command (NAVFAC) and chief of the 
Navy’s civil engineers, who was instru- 
mental in promoting the AIA/NAVFAC 
design awards program, as well as the 
Navy’s intern-architect development 
program. 

e Gerre Jones, former executive director 
of the Kansas City Chapter/AIA, who 
was instrumental in forming AIA’s com- 
ponent executive organization and its 
marketing workshops. Currently, he oper- 
ates his own marketing/public relations 
firm, Gerre Jones Associates, Inc., in 
Washington, D.C. 

Aaron Levine of Honolulu, who was‏ ٭ 
cited by the jury for “devoting the past 30‏ 
years of his professional life to stimulating‏ 
greater citizen participation in the public‏ 
and private planning and design process.”‏ 
The landscape architect and city planner‏ 
since 1962 has headed the Oahu Develop-‏ 
ment Conference, a nonprofit public‏ 
interest group concerned with the long-‏ 
range planning of Hawaii’s major urban‏ 
island.‏ 

e Maureen Marx, director of AIA’s mem- 
bership procedures for 15 years and also 
responsible for the Institute’s fellowships 
and judicial procedures. She was com- 
mended by the jury for her “intelligence 
and sense of propriety far beyond that 
which is ordinarily called for or expected 
in Institute work.” 

Ian L. McHarg, Philadelphia landscape‏ ٭ 
architect, planner, educator, author and‏ 
lecturer, whose book Design with Nature‏ 
has drawn public attention to the design‏ 
arts. “His demonstrated attitudes and‏ 
accomplishments are parallel with and‏ 
supportive of the highest ideals of the‏ 
profession of architecture,” the jury said.‏ 
David S. Miller, a professional consult-‏ و 
ant of Shaker Heights, Ohio, first vice‏ 
chairman and currently chairman of the‏ 
board of the National Institute of Building‏ 
Sciences. “His career achievements repre-‏ 
sent a total dedication to understanding‏ 
the needs of the architectural practitioner,‏ 
to developing a philosophy of quality‏ 
procedures for better communication be-‏ 
tween producers and architects and to‏ 
promoting the symbiotic relationship be-‏ 
tween them,” the jury said. He has served‏ 
as president of the Producers’ Council, on‏ 
its board of directors and as chairman‏ 

of many committees. 

Janet W. Solinger, director of the‏ ٭ 
Smithsonian Institution’s resident associate‏ 
program. Through courses, lectures and‏ 
field trips offered by the Smithsonian‏ 
associates, she “has provided a major‏ 
forum for interaction between the coun-‏ 
try’s leading architects, their colleagues‏ 
and the general public,” the jury said.‏ 

e John Yeon, an Oregon landscape archi- 
tect, designer and preservationist, who 
gained prominence in 1937 with his design 
of the Watzek house in Portland, included 
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accomplished by in-house architect 
David Danois. 

As Michael Harrington commented in 
New York magazine, the way in which 
a declining area has been turned around— 
done with modest means and in the face 
of almost overwhelming social problems 
—the Bedford-Stuyvesant Restoration 
Corporation is an example for troubled 
urban areas everywhere. “It means that 
the prime domestic tragedy of recent years 
—the deterioration of the great cities— 
is not inevitable.” This “rare urban 
success story” was told by Fred Powledge 
in the pages of this magazine in May 1976. 


Honorary Memberships in AIA 
Will Go to 12 at Convention 


Twelve persons have been selected for 
honorary membership in AIA. The honor 
is given those “who have rendered distin- 
guished service to the architectural pro- 
fession or allied arts and sciences.” 

The following will be inducted into 
honorary membership at AIA’s conven- 
tion in Kansas City, Mo., June 3-7: 

e William W. Chase, chief of the Depart- 
ment of Health, Education and Welfare’s 
Office of education school construction 
branch, who is cited by the jury on honor- 
ary membership as being “a foremost 
authority in educational facility planning.” 
His willingness to participate in and pro- 
vide advice and direction to AIA’s com- 
mittee on architecture for education “has 
been extremely noteworthy.” 

e William S. Fort, retired Oregon Court 
of Appeals judge, who served as cochair- 
man (along with Walter H. Sobel, FAIA, 
of Chicago) of an American Bar Associa- 
tion/AIA task force which led to the 
publication of the book The American 
Courthouse: 1973. Planning and Design 
for the Judicial Process. Before the publi- 
cation of this book, Judge Fort was in- 
volved in the planning and design of his 
own courtroom, a “courtroom in the 
round” concept that has become common- 
place today. 

e Ruth Fuller, executive director of the 
Houston Chapter/AIA, who during her 
13 years with the chapter has introduced 
many modern professional resources. She 
is credited with increasing the chapter’s 
membership from 400 in 1962 to more 
than 1,000 today. Also, she is coordinator 
of Houston’s annual architectural festival, 
recognized by AIA “as one of the nation’s 
best programs to promote public aware- 
ness of architecture.” 

e Donald J. Hall, president of Hallmark 
Cards Inc., Kansas City, Mo., the de- 
veloper of the 85-acre Crown Center com- 
plex. He was praised by the jury for the 
transformation of a blighted area into a 
“model of urban vitality and design 
excellence.” 
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with Mero“ 
. the space 

frame that takes 

the concept of in- 

terior design to new 

heights. For example, at 

Le Chateau de l'Aéroport 

in Montreal, Mero achieves 

the architect’s seemingly im- 

possible vision of a “floating 

g ۱ roof.” For more information call or‏ یہ 

write Unistrut Corp., Wayne, ۰‏ : ےم 

- 48184. (313) 721-4040, other states toll- 
reputation. free (800) 521-7730. We'll help you design 


and create something people will look up to. 
UNISTRUT Sen | 


Circle 51 on information card 


STAYING 
POWER 


Here are 3 staunch, new velvet carpets pains- 
takingly woven through the back for superior 
long-lived performance. Densely-packed Zefrarf 
acrylic face yarns resist crushing, abrasion and 
reduce static buildup. Earth-tone colors effec- 
tively mask soiling and stains. In sum, these are 
Carpets specially crafted for maximum staying 
power in public spaces open to heavy, constant 
traffic. All are available from stock in seven dis- 
tinguished colorations. Investigate today. Call 
or write: 


Carpet: A 
INC. 


919 Third Avenue è New York, N.Y. 10022 e (212) 688-7447 


Manufacturing Facility: RDS Route 11, Bloomsburg, Pa. 17815 
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IN CASE OF 


Which sign 
would you prefer? 


Both signs were subject to a burning match. The one on the 
right made by a leading sign firm of acrylic, sub-surface 
printed, was consumed in about 4 minutes. 

The sign on the left is Best's “ES” Plastic Rated “Self Extin- 
guishing” but could not be ignited during this test. 

Not only do Best signs meet local fire codes, MIL Specs, 
OSHA, the three dimensional requirements of ANSI and HEW. 
but they also offer a tough scratch resistant surface, come ina 
rainbow of colors and are competitive. 


e‏ سم رم 
pr D 1 See us in Sweets‏ ۳ 


10.11a 
SIGN SYSTEMS 4 
3214 Troost 
K. C., Mo. 64109 


Phone 816/531-6611 
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ACME 
BRICK 


cost, flexibility, or beauty, no 
other system can match the 
total performance of Acme 
Brick and Engineered Brick 
Design. It’s the best all-around 
choice for your next 
commission. 

For more details, call 
collect, 817/332-4101, ext. 365. 
Or write Acme Brick Technical 
Services, P. O. Box 425, 

Fort Worth, Texas 76107. 
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ACME BRICK. THE BEST 
ALL-AROUND BUILDING MATERIAL. 


Hung soffit panels constructed of Acme Brick and high 
bond mortar produce deep, shadowed recesses below 
the parapet. 


Acme Brick laid in place is the concrete column form, 
and becomes a part of the structural section. 


= Brick Soffit (Laid in Form 


Brick Column‏ و 


Concrete forms are lined with Acme Brick separated 
by foam spacers. After concrete beams are poured, 
face joints are then pointed. 


how it provides maximum 
function and design with 
minimum cost. Walls are not 
only structural, but are - 
energy-conserving, fire 
resistive, sound attenuating, 
and finished both interior and 
exterior with no “hidden” costs. 
All this, with little or no 
maintenance. And at an initial 
construction price which, 
according to a 1979 analysis 
by the American Appraisal 
Company, is dramatically more 
cost efficient than comparable 
steel or concrete systems. 
Whether you consider 


THE DETAILS 
BEHIND THE DETAILS. 


A SERIES FROM 
ACME BRICK. 


These structural details 
are made possible by Acme’s 
Engineered Brick Design. A 
technology which has opened 
bold, new solutions in 
architecture. Solutions 
unthinkable only a few years 
ago. 

The real beauty of 
Engineered Brick Design is in 


Architect-Engineer: Geren Associates, Architects Engineers Planners, Fort Worth, Texas; 
General Contractor: Thomas S. Byrne Inc., Fort Worth, Texas; 
Masonry Contractor: Dee Brown Masonry, Dallas, Texas. 


offers an evaluation of the net effect over 
time of the reduction of fuel costs by 
buying, installing, maintaining, operating, 
repairing and replacing energy conser- 
vation features. There are computational 
aids such as worksheets and charts, as well 
as a computer program, for deriving the 
cost effective measures. 

The report, written under the leader- 
ship of Rosalie T. Ruegg of NBS’ center 
for building technology, is available for 
$2.75 from the Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D.C. 20402. Order by stock 
number SN-003-003-01980-1. 


Price Distorting Factors Seen 
In Energy Conservation Standards 


The reason for the development of a na- 
tional energy conservation standard “is to 
encourage practices in the design of new 
buildings which are optimum for the 
nation,” says a recent National Bureau of 
Standards’ report, “The Effect of ‘Re- 
source Impact Factors’ on Energy Con- 
servation Standards for Buildings.” But 
there are “price-distorting factors” in the 
energy resources markets and the actual 
costs for various energy types are not 
likely to “reflect the true social values of 
these resources.” What may be “opti- 
mum” for the nation may not be so for the 
individual consumer. 

In the development of optimum energy 
conservation standards, social values are 
represented by application of a system of 
indexes called “resource impact factors” 
(RIFs) to the actual cost of energy. The 
technical report, sponsored by the Depart- 
ment of Energy, gives a method for taking 
into account the RIFs that are important 
in the use of energy but are not included in 
the straight market price. Among these 
nonmarket considerations are the en- 
vironmental effects of energy production 
and consumption, the existence of price 
controls and monopoly power. 

The author of the report, Stephen F. 
Weber of NBS’s center for building tech- 
nology’s applied economics program, 
provides guidelines for the formulaton of 
RIF values. The effects of using RIFs are 
assessed in the comparison of two theo- 
retical energy conservation standards for 
buildings. One standard uses the un- 
adjusted prices paid for energy while the 
other uses energy prices weighted with 
RIF values. 

Weber finds that the standard that uses 
RIF values is more likely to save energy. 
With a range of low and high RIF values, 
the RIF-adjusted standard would be 18 
to 41 percent lower. Also, RIFs increase 
the economic efficiency of the resulting 
standard. 

Weber suggests that the RIF concept 
needs further refinement before it can be 
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Passive Solar Home Designers 
Receive $1.4 Million from HUD 


HUD last month granted 242 awards 
totaling nearly $1.4 million for the de- 
sign and construction of homes using pas- 
sive solar systems for heating. 

Awards of $5,000 each were made for 
145 designs of new homes, with awards of 
$2,000 each for 17 designs for adding pas- 
sive solar systems to existing homes. 

Another 80 awards were made to build- 
ers for the construction of one or more 
new homes that will be put on the open 
market for sale. The builders received 
$7,000 for the first model constructed 
from the winning design and another 
$2,000 each for up to four models built 
at the same time from the same design. 

The awards program, according to 
HUD, is “intended to identify and publi- 
cize effective home use of solar energy 
and to provide new ideas to America’s 
builders and homeowners on how best to 
use the sun’s energy to help meet home 
energy needs.” 

The National Solar Heating and Cool- 


ing Information Center, P.O. Box 1607, 
Rockville, Md. 20850, will supply to in- 
quirers a publication that lists the winning 
designs and indicates the best points of 
the various passive design approaches. 
Copyright protection for the design ele- 
ments has been waived. HUD says that 
“many of the passive solar features of the 
award-winning designs can be used in any 
home design to reduce the need for con- 
ventional or active solar energy.” 


A Guide to Life Cycle Costing 


In an effort to develop a uniform and 
consistent life cycle costing approach, the 
National Bureau of Standards has issued 
a report entitled “Life-Cycle Costing: A 
Guide for Selecting Energy Conservation 
Projects for Public Buildings.” The step- 
by-step guide explains how to evaluate 
and rank the cost effectiveness of alterna- 
tive energy conservation retrofit projects 
in existing buildings and how to select the 
most cost effective design for new struc- 
tures. 


The life cycle cost analysis technique 


The Institute from page 122 
committee and the honorary fellowship 
program. 

Robert Allan Class, AIA, director of 
practice programs, has assumed responsi- 
bilities for international practice activities, 
succeeding the federal agency liaison staff. 
His new duties include staff support for 
the newly formed international practice 
commission and programs and inquiries 
relating to architects who practice in 
foreign countries. 


News/ Energy 


Illinois Is Trying Wind Power 
For Several Public Buildings 


Wind generators to supply electrical 
power will be installed at two public 
facilities in Springfield, Ill., in a study of 
wind as an alternate energy source, ac- 
cording to Donald S. Glickman, executive 
director of the state’s capital development 
board. 

The 20 kilowatt generators at the 
Effingham elementary/junior high school 
and at the Swine Pavilion at the Illinois 
State Fairgrounds are expected to cost 
about $50,000 each, with a payback 
period of 10 years. The average life ex- 
pectancy of the generators is between 20 
and 25 years. 

It is anticipated that the generator at 
the Swine Pavilion will produce more than 
enough electricity for the building’s op- 
eration, while the generator at the school 
will serve as a supplemental source. 

Over the next 14 months, CDB expects 
to install six additional wind generators 
in Illinois. It is also involved in an 
$800,000 solar heating system currently 
being installed at St. Charles high school 
and a $1.2 million solar heating and 
cooling system being designed for the 
Agriculture Building at the fairgrounds 
in Springfield. This system, one of the 
largest in the Midwest, is being partially 
funded by a grant of $600,000 from the 
Department of Energy. 


Energy Planning Book Issued 


This month, AIA will publish a book en- 
titled Energy Planning for Buildings. Its 
authors are two architects and an engineer 
—Michael M. Sizemore, AIA; Henry Og- 
den Clark, AIA, and William Ostrander. 
The book gives the reader information on 
how to evaluate the energy performance 
of a building, including solar assisted al- 
ternatives, and how to make the best use 
of energy-conscious improvements. Di- 
rected to the practitioner, the book is 
replete with information. 

The book is available from: AIA publi- 
cations marketing at Institute headquar- 
ters. The price for members is $40 and 
$44 for others. 
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STAGE BER 9 ہے‎ 


Mural, mural 
on the wall 


Who's the fairest of them all? 

Why, original photographic murals, of course! Can any lithoed mural give you 
such depth and saturation of color, such subtle gradations of tone, or so much 
control in the selection of subject matter and size? Not likely! Ours are custom 
enlarger-made on Kodak paper. 

But what about mounting? Hyatt Regency Hotel, Indianapolis — 

No problem. It’s best to mount murals directly to the wall, be it flat, curved or ی ممیت‎ POLE 
otherwise. However, they can be mounted on moveable panels. 

And cleaning them? 

Just run a damp sponge over them now and then. They're sprayed with lacquer 
for protection. 

Okay, where do I find outstanding originals? 

You can furnish your own. Or you can draw upon our photographic collections and 
our Masters Library of Images by David Muench, Eliot Porter and other top 
photographers. Or we'll give you a choice of photographers who can create your own 
“photographic art program,” completely versatile and personalized to your client. 

Can you handle the job? 

Meisel is the world’s largest custom color lab and we 
have worked for top designers including Alan Ferry Design 
Group, Gensler and Associates, 3D/Newhaus+ Taylor and 
H.0.K., for such companies as Reynolds Securities, AT&T, 
GE, Atlantic Richfield, Kerr McGee, Independent Life, 
Pennzoil, Fidelity Union Life, Omega Optical, Hyatt Regency 
Hotels, Bonanza Restaurants, Meade Corporation and the 
U.S. Government. 

Just call Sally Vavrin at (214) 637-0170 or write for our 
literature packet to Meisel Photographic Design Division, 
۲٢٢ Box 222002, Dallas, TX 75222. 


A 9x27-foot mural for Omega Optical, Dallas. 


One of the 16 9x22-foot murals for 
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INTRODUCING 


TUFFAK CM-2 


THE MOST 
WEATHERABLE POLYCARBONATE 
PLASTIC SHEET YOU CAN BUY 


Also Featuring Outstanding Abrasion 

Resistance and Virtual Unbreakability 

New TUFFAK CM-2 from Rohm and Haas 

Company has a clear, hard coating that offers 

the following advantages over any other 

coated polycarbonate on the market: 
٭‎ Retains its abrasion 

resistance longer 

Provides greater resistance to 

the effects of ultraviolet rays 

e Preserves its chemical 

resistance longer 

Has greater resistance 

to delamination 

Retains superior optics 

over time 


This weatherable coating has virtually 
no adverse effect on the impact 
strength of the polycarbonate substrate. TUFFAK CM-2 
meets the impact requirements of Underwriters’ 
Laboratories for burglary-resistant glazing. What’s more, 
TUFFAK CM-2 meets the requirements of a safety glazing 
material as defined by the Consumer Product Safety Com- 
mission’s Architectural Glazing Materials Safety Standard 
(16 CFR 1201), Categories | and II, and the requirements 
for light-transmitting plastics under building codes. 

A comprehensive, illustrated brochure provides full details 
on new TUFFAK CM-2, the most weatherable polycarbonate 


ROHM A available today. To receive your free 


copy, circle the reader service 
: HAAS card number. 
PHILADELPHIA, PA. 19105 


In Canada: West Hill, Ontario M1E 3T9 Ti ff: kCM2 
THE POLYCARBONATE 
Circle 55 on information card FOR ALL SEASONS 


polycarbonate is a 
combustible thermoplastic. 
Observe fire precautions 
appropriate for comparable 
forms of wood. For building 
uses. check code approvals 
Access panels may be required 
for evacuation and venting of 
rooms glazed with ۸۷ 
Avoid exposure to heat or 
aromatic solvents. Clean 
with soap and water. 
Avoid abrasives. 


Paul R. Neel, AIA, of San Luis Obispo, 
Calif., has been honored as a “distin- 
guished alumnus” of California Poly- 
technic State University. 


Earth Shelters, Inc., has prepared a 15- 
page bibliography on underground and 
earth-sheltered structures. For a copy, 
send a check for $3, made payable to 
Earth Shelters, Inc., to P.O. Box 52, 
Omaha, Neb. 68101. 


Nathaniel A. Owings, FAIA, has been 
appointed by President Carter to the 
board of directors of the Pennsylvania 
Avenue Development Corporation. 
Owings, who has been designated as vice 
chairman of the corporation, has been 
Briefs continued on page 132 


vidual participating members and sub- 
scribing members. James R. Dowling, 
director of codes and standards at AIA, 
serves on the consultative council’s na- 
tional executive committee. Institute 
members who serve on the NIBS board 
are Jasper S. Hawkins, FAIA, Los Ange- 
les; Rudard A. Jones, AIA, Champaign, 
Ill., and Herbert H. Swinburne, FAIA, 
Philadelphia. 


Artists to create art for transit stations 
are wanted by the Massachusetts Bay 
Transportation Authority. Visual artists 
in all media recognized in their fields are 
asked to submit a résumé and supporting 
materials. For information, contact: 
Jennifer Dowley, Arts on the Line, Cam- 
bridge Art Council, City Hall Annex, 

57 Inman St., Cambridge, Mass. 02139. 


Why Gamble on Protection? 
RouL- - matic CLOSURES 
Cost only $60-$75 per linear ft. 


A typical Roll-O-Matic mall closure, gives see-through display with protection. 


Mall developers and hundreds of retail stores nationwide are installing 
Roll-O-Matic closure protection. They cost much less than rolling 
grilles or sliding glass doors . . . install much faster and easier, and are 
better engineered to open and close easily... with 3-point locking 


protection. 


The Woodson Mall, Steve’s and Hardy Shoe chains, Clover Mall, 
a national ice cream store chain, the huge Houston Astrodome, and 
Ayr-Way are just a few Roll-O-Matic installations. They're custom 
made to fit any opening, flat or irregular. 

Give width and height of your opening (below) and we will phone 


you approx. cost, or 


PHONE TOLL FREE 800 821-3692 


wide high. ( ) Send your 


AIA 


اد ea TT‏ متسه مسر بش سم مت بت ما 


Roll-O-Matic, 1150 Elmwood, K.C., MO 7 


STATE ZIP 
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The size of our opening is 
brochure 


NAME 
COMPANY 
ADDRESS 
CITY 
PHONE NO. 


Pees .تہ‎ 


Energy from page 126 
specified in the development of energy 
conservation standards. He says, however, 
that the concept “holds potential for 
realistically reflecting social values in 
energy prices. Their use in the develop- 
ment of energy conservation standards 
for buildings appears likely to save energy 
and to be more economically efficient 
for the nation as a whole.” 

The report is available from the Super- 
intendent of Documents, Government 
Printing Office, Washington, D.C. 20402. 


Its price is $2.30. 
BRIEFS 


Art is profitable, according to a study by 
the New Orleans Museum of Art of the 
economic impact of the exhibition “Treas- 
ures of Tutankhamen.” The show was 
visited by 870,595 people—more than 
two-thirds from out of town; it “pumped 
a minimum of $69.4 million” into the 
local economy, generating more than $4 
million in local and state taxes. The food 
and lodging industries harvested $21.7 
million and $19.2 million respectively. 
Ground transportation figures read “as if 
one million persons had taken taxi rides 
at an average fare of $3.40.” 


“By Design” is a report on the first decade 
of progress by the architecture, planning 
and design program of the National En- 
dowment for the Arts. The 260-page 
report describes more than 1,200 grants. 
It may be purchased from the U.S. Gov- 
ernment Printing Office, Washington, 
D.C. 20402 for $4.25 The stock no. is 
036-000-00035-0. 


The American Planning Association will 
come into being in July. APA is the result 
of the consolidation of the American 
Institute of Planners and the American 
Society of Planning Officials. The newly 
formed organization of about 19,000 
members will be headquartered in 
Washington, D.C. 


More than 350 drawings by Archimedes 
Russell, one of the most prolific architects 
in central New York state at the turn of 
the century, have been donated to Syra- 
cuse University. The gift is from the archi- 
tectural firm of King & King, successor to 
Russell & King, established in 1868. At 
the time of Russell’s death in 1915 at the 
age of 75, he was credited with having 
designed more buildings in Syracuse than 
any other architect. 


The National Institute of Building 
Sciences through its consultative council 
has begun a membership drive to bring in 
a broad spectrum of individuals and or- 
ganizations. There are three membership 
categories: organizational members, indi- 


seammy+design 


Rally Racks? lost a bike.” 

Rally Racks are architecturally designed 
to be maintenance free with no moving 
parts. They are vandal proof and accept all 
bicycles and locking devices recommended 
for safety. There are five economical models 
to choose from as well as units for mopeds 
and motorcycles. 


Send for our free catalog... 


A Division of: 


7 il ۱ P.O. Box 299 Sonoma, CA 95476 
a y nc, (707) 938-4744 


See us in '79 Sweets 2.15c RaL 
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NOW... All the 
benefits of 
Carpeting... 
with better 


STATIC PROTECTION 
than tile. 


COMPU-CARPET 


High Performance Anti-Static Carpeting 


COMPU-CARPET permanently anti-static carpets and 
COMPU-MATS™ e Eliminate static problems in com- 
puter and terminal areas e Protect sensitive electronic 
equipment ۶ Meet IBM recommendations ٭‎ Provide 
comfort and acoustical advantages of high quality 
carpeting ۶ Carry a 5-Year wear and static warranty. 


Call Sweet's Buyline 800-447-1980 


(fl camer 
| Leen GREE PRODUCIZ, INC. 23 Southwest Industrial Park 


Westwood, MA 02090 
THE STATIC THE STATIC CONTROL PEOPLE PEOPLE (617) 326-7611 
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PARKER 
CONSOLE UNITS 


DESIGNS FOR 
EVERYONE 
TO USE — 


= 


Parker offers a large selection of console 
units, to meet the specific needs of the 
people who use them in each of a wide 
variety of healthcare settings. The stainless 
steel units shown here both provide com- 
plete washing facilities, yet each is de- 
signed for a different application. The 
sanitary foot-operated model is ideal for the 
use of doctors and nurses. The other, with 
a special protruding sink and tilted mirror, 
is intended for the easy use of patients 
confined to wheelchairs. When specifying a 
console unit, look to Parker for a unit that’s 
perfect for the people who'll be using it. 


See our catalog in: 
۳ Sweet's 
| Products ے0‎ 
BPC) Posi Oi 
10-167 File 10.16/Pa 


charles 
5 parker 


290 PRATT ST., MERIDEN, CT 06450 
TEL: 203-235-6365 
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Elkay Water Coolers: Take an inside look 
at our specs, before you spell out yours. 


Hot Water Dispenser 
(optional). 


Cascade Basin with 
unique, multi-level deck 
design—tested to be most 


Protective Hooded Stream‏ ا 
Projector: the most‏ 
sanitary ever designed.‏ 

Push Button Control 

keeps hands away from : 

stream projector. In-line Non-pressurized storage 

flow regulator automatically tank prevents flooding if 

maintains constant failure ever occurs, 

stream height. because only stored water 


is released—xnot the full 
line of flow. 


Drain Outlet is located for 


easy accessibility. Combination tube-tank 
type cooling system— 
fully insulated with UL 
listed polyurethane foam 

Hot Water Storage Tank —provides fast recovery 

(optional) heats and serves rate. 

up to 40 6-02. cups per 

r i 

ii Drier keeps possible 
internal moisture from 
contaminating 


“Open Interior” design refrigeration system. 


allows fast installation, 
easy servicing 


Water Inlet stub. 
Unobstructed for easy 
hook-up. 


Features like Elkay’s non-pressurized storage 

tank—which ultimately may save thousands 

of dollars in damage, really should be included. _ 
And Elkay’s entire series of barrier- r 

free coolers for the handicapped, plus a 

full range of floor, wall, semi- and fully- 

recessed models include such features. 
Check the items covered here. 

Then get the full story on Elkay’s 

complete line. Write for free literature, 


A ™ or contact your Elkay 
/ ۷ representative. 


/ 
۱ 


y Elkay Manufacturing Company ۰ 2222 Camden Court‘ Oak Brook, Illinois 60521, Dept. 9-24 
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Charles B. Zucker, who holds a master’s 
degree in architecture from Princeton 
University and was an editor/writer on 
the AIA Research Corporation’s project 
entitled “Community Energy Design for 
Community Participation,” has been 
named assistant director of architecture, 
planning and design programs of the 
National Endowment for the Arts. 


“An Introduction to DOE” is the title of 

a recent publication of the Department of 
Energy. It will assist professionals inter- 
ested in contracting with DOE in facility 
design and/or construction. A copy may 
be obtained by writing: Distribution Sec- 
tion, DOE, 1200 Pennsylvania Ave. N.W., 
Room B-447, Washington, D.C. 20461. 


Robert M. Brandon, AIA, visiting critic 
in architecture at Harvard University’s 
graduate school of design and a member 
of the architectural faculty at the Univer- 
sity of Illinois, has been awarded a 
$10,000 Graham Foundation grant to 
assist in his research on a study of the 
roles various people played in Le Cor- 
busier’s atelier and the effect of his 
thinking on their later work. 


A visit to a self-supporting space colony 

in worlds beyond the earth is the subject 

of a new show at the National Air and 
continued on page 138 


New Mexico’s school of architecture and 
planning. 


The National Institute of Architectural 
Education has awarded its 1978 Hirons 
prize to S. Fiske Crowell Jr. of Boston. 
The award of $1,750 was given to Crowell 
as top winner in a competition for the 
design of a highway facility for the 
automobile traveler. 


Arson caused $1.2 billion in losses in 
1977, according to the National Fire 
Protection Association. Studies also reveal 
that incidents of arson have increased 
1,300 percent since 1950, making incen- 
diarism the fastest growing and most 
destructive crime in the U.S. today. 


William Morgan, FAIA, of Jacksonville, 
Fla., has been awarded a midcareer 
fellowship by the National Endowment 
for the Arts. 


Henry L. Kamphoefner, FAIA, who re- 
ceived in 1978 the joint award given by 
AIA and the Association of Collegiate 
Schools of Architecture for “lasting 
achievement in architectural education,” 
has received the North Carolina award in 
the fine arts for his “outstanding contribu- 
tions as an architect and as founding dean 
of the school of design at North Carolina 
State University.” 
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involved in the planning of the avenue in 
Washington, D.C., since 1962 when 
President John F. Kennedy appointed 
him chairman of his advisory council on 
the avenue. Owings has served on PADC’s 
board since its establishment in 1973. 


Purnima Gupta, an AIA associate mem- 
ber, and her husband Ajaya K. Gupta 
have been honored as the “outstanding 
new citizens of 1977-78” by the citizen- 
ship council of metropolitan Chicago. 
They were two of 14 new citizens to be 

so honored among the 12,000 people who 
became citizens in the Chicago area dur- 
ing 1977-78. It was the first time that a 
wife and husband were so honored. 


Marriott Corporation’s international head- 
quarters building in Bethesda, Md., has 
been selected by the Iron Workers Em- 
ployers Association to receive its 1978 
award for “building of excellence.” It is 
the design of Mills & Petticord/HOK of 
Washington, D.C. 


The National Architectural Accrediting 
Board has elected as its president William 
L. Porter, AIA, dean of the school of 
architecture and planning, Massachusetts 
Institute of Technology. NAAB’s presi- 
dent elect is Donald P. Schlegel, AIA, 
who is on the faculty of the University of 


the 
Solar Law Reporter 


Present and future uses of solar technologies — from solar collectors to 
wind machines to energy farms — are placing increasing demands on 
the legal system. A new field of law—solar law—is emerging. The 
issues involved include tax incentives, building codes, warranties, land 
use planning, solar rights, interstate commerce and international 
jurisdiction over offshore energy systems. A bimonthly publication, the 
Solar Law Reporter, will serve as a source of timely information 
for government decisionmakers at the local, state, and federal levels, 
and for professionals in planning, industry, architecture, 
engineering, law, and other fields. 


“I CAN STRETCH YOUR HORIZONS, 
BUT NOT YOUR GROUND ROUND” 


I can recite poetry to you on a mountain top and sprinkle 
flowers at your feet in the spring. But if you live on more than love 
alone, consult the Consumer Information Catalog. 

It's published by the Federal Government and lists over 200 
booklets you can send away for. Over half are free. And all are wise. 
With tips on everything from installing solar 
energy to stretching your food budget. 

So send for this free catalog. Write: 
Consumer Information Center, Dept. B, Pueblo, 


The Solar Law Reporter 
will cover legal developments 
affecting all solar technologies 
٭‎ Biomass Systems 
Industrial Process Heat 
Ocean Thermal Energy 
Conversion 
Passive Solar Heating Sys 
tems 
Photovoltaics 
Solar Heating and Cooling 


Solar Thermal Conversion 


Storage Systems for Solar 


The Solar Law Reporter 
will contain: 
Information 


Pending and adopted statutes 


Proposed and final regula- 

tions 

Relevant judicial decisions 
Analysis 

Informed expert authors 

analyzing legal problems and 

issues as they develop 
Reference 

A continuing bibliography of 

solar legal materials 

Abstracts of key articles 
Subscriptions will begin 


May 1979. Energy کا‎ Colorado 81009. Poetry and music may be the 
$7.50 per year—six issues 20 Ene ا ںا‎ eure ha "Food of Love,” but a little meat loaf goes further 
80-126 pages per issue Nao ھن‎ at dinner. 

Write: Solar Law Reporter THE CONSUMER CATALOG 


P.O. Box 5400 
Denver, CO 80217 
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A catalog of over 200 helpful publications. 


OM. General Services Administration * Consumer Information Center 
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“The flooring I specify 
must fit my design-- and my client’s budget. 
That’s why I ask for Azrock-” 


“Economy is the 
watchword in school 
construction. And 
with Azrock Custom 
Cortina, I can create 
versatile floor designs 
that fit today’s tight 
school budgets.” 


Custom Cortina in Azrock vinyl 
composition tile makes it easy to 
express your creativity and offer 
your clients the most floor for the 
money. The color-chip pattern is 
distributed through the full thickness 
of each tile for extra years of durable 
service. Custom Cortina easily out- 
performs carpet and other types of 
resilient flooring in heavy traffic 
areas. And it's easy and economical 
to maintain. 


For low-cost floors of lasting beauty, 
ask for Azrock Custom Cortina. 


The name to ask for 
in resilient floors. 


ROYS ; 


Custom Cortina in Azrock vinyl composition tile. 18 colors, 1/8" and 3/32" gauges, 12" x12" size. For free samples, ask your Azrock flooring contractor 
or write Azrock Floor Products, Dept. 410A, P. O. Box 531, San Antonio, Texas 78292. 
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Youre wrong if you specify Owens-Corning 


Fiberglas Roof Insulation just to save energy. 


Corning Fiberglas Insulation wins going away. 
One more thought. Quality Fiberglas roof 
insulation has been our business for over 35 
years. And we're continually making it a better 
product through research and development. It is 
something that you can't put on a chart. But it's 
something that you can depend upon from 
Owens-Corning. Learn more about Owens- 
Corning Fiberglas Roof Insulation. Contact your 
nearest Owens-Corning office today, or write to 
G. Y. Meeks, Owens-Corn- 
ing Fiberglas Corporation, 
Fiberglas Tower, Toledo, 
Ohio 43659. 


FIBERGLAS 


‘T.M. Reg. O.-C.F. Corp. ©0.-C. F. Corp. 1979 


Stable ۳ 
factor 


Excellent for 
covering old 
roofs 


Dimensional 


stability 


Not damaged 
if wet 
hort term) 


Easy to 
fabricate 
(in field) 


V۷ 
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You're right to specify Owens-Corning 
Fiberglas* Roof Insulation because it is the best 
base for your built-up roof. Of course efficient 
use of insulation is very important. But our roof 
insulation gives you that and so much more. For 
example, because it's Fiberglas,** it resists rot- 
ting, warping and shrinking. That provides a 
dimensionally stable base for your BUR System. 
That's just one important reason why Owens- 
Corning Fiberglas Insulation is the best base for 
your built-up roof. 

The comparison chart below lists the critical 
features you should look for in any built-up roof- 
ing base. A cursory glance shows you Owens- 


WHY OWENS-CORNING FIBERGLAS ROOF INSULATION IS THE BEST BASE FOR BUILT-UP ROOFING 


Large sizes 


Resili sizes 
esilience upto 4’x8 


Base 
for BUR 


irregularities 


/ 
V۷ 


Corning 
Fiberglas 
Roof 
Insulation 


Perlite 


Urethane 


Composites 


Wood Fiber 


EXECUTIVE DIRECTOR 
FLORIDA ASSOCIATION OF 
THE AMERICAN INSTITUTE OF ARCHITECTS 


Career Position to Direct State Organization of 
Approximately 1300 Members in 12 Chapters 


LOCATION: Tallahassee, Florida 
JOB REQUIREMENTS: 

1. Administrative Functions Including Management, 
Legal and Accounting Responsibilities. 
Establish Continuing and Effective Relationships 
with Legislature and State Agencies. 

3. Establish and Maintain Effective Liaison with State 
Board of Architecture as well as other Design- 
Oriented Organizations. 

4. Be Responsible for all Association Communications 
as well as Board, Committee and State-Wide Meet- 
ings. 

SALARY RANGE: Negotiable 

DEADLINE: Complete resumes should be in the 
hands of the Search Committee by 
April 16, 1979. 

ALL REPLIES HELD IN COMPLETE CONFIDENCE. 

FOR APPLICATION AND JOB DESCRIPTION, 

CALL OR WRITE: 


Mr. Robert G. Graf, AIA, 
Chairman, F.A.A.I.A. Search Committee 
325 John Knox Road, Suite F-233 
Tallahassee, Florida 32303 
Phone: 904/385-0715 

FEBRUARY 22, 1979 


w 


IAS‏ ا 
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Questions 
About Your 
Subscription 


To insure fast service on inquiries con- 
cerning your AIA JOURNAL subscription, 
please include the address label from the 


most recent issue received. ATTACH 
LABEL 
HERE 

Change of 

Address 

Four weeks’ notice required for change 

of address. Include address label from 

most recent issue and new address in- 

formation in space provided below. 

NEW SUBSCRIPTION 

Û Please check here if you wish subscription 

ا اہ وو یس ک ‏ = = ealesnion@Metion:;‏ 

Name. 

Address 

City. 

رر سے .سس سح رت 

MAIL TO: 


AIA JOURNAL 

Circulation Dept. 

1735 New York Ave., N.W. 
Washington, D.C. 20006 


@SUREKLEAN> 
RESTORES 
THE PAST 


BEFORE 


o‏ سبح 
Thespian Theater, Boonville, Mo.‏ 


@SUREKLEAN> restoration 
cleaners have transformed the 
exteriors of countless histori- 
cal landmarks from weather- 
worn back to their original 
beauty. @SUREKLEAN>’S job- 
proven effectiveness has 
made its name a benchmark 
for quality. 


. Many architectural specs 
now require a 
wSUREHLEAN> trademark 
on all appropriate 
restoration products; 


@SUREKLEAN> offers 
clients national 
distribution, staff and 
field technical service, 
and cleaning contractor 
referrals. 


Restore your older structure 
with @SUREKLEAN>. 


Call or write today for more in- 
formation. 


ProSoCo, Inc. 
8. O. Box 4040 
Kansas City. Kansas 66104 


913-281-2700 
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The Door. It belongs to us. 


Yale hardware products open it; they close it; they lock it. They make the door what it is. 
To architects and specifiers, distributors and installers, this means one 

thing: from mortise, cylindrical and monolocksets to holders and closers, from 

auxiliary locks and exit devices to fire hardware... 
If the hardware carries the Yale brand, they can recommend and sell it 

with confidence. And order it from one source. Yale, PO. Box 25288, 


Charlotte, NC 28212. Yale 


Security Products Division Seovill 


The Yale Series 1500 exit device 
Adaptable, attractive. Rim or 
mortise, surface or concealed 


vertical rod 


The Yale Series 3000 door closer 
Slim or full cover, basic or fully 
adjustable door control. Our most 

versatile door closer f 


The Yale Series 5400 Heavy-duty Key-in-Knob 
lockset. Rugged construction, built-in dependability. 
(“Charlotte knob shown). 


The Yale Series 8000 mortise lockset 
(Cotillion” lever handle shown.) 
Security, high style 
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Alfred Busselle, AIA: President of the 
New Jersey Society of Architects/AIA in 
1970 and the Institute’s New Jersey pres- 
ervation coordinator, Mr. Busselle held 
the position of state architect in New 
Jersey from 1955 to 1965. During this 
period, he had responsibilities ranging 
from architect selection through construc: 
tion procedures for millions of dollars 

of state facilities construction. Mr. Bus- 
selle, who died at the age of 73 on Jan. 
22, was a partner in the Princeton, N.J., 
firm of architects, engineers and planners 
UNIPLAN from 1968 to the time of his 
death. From 1965 to 1968, he was a 
partner in the Princeton firm of Diehl, 
Miller, Busselle. 

Long active in historic preservation, he 
served on AIA’s committee on historic 
preservation from 1969 to 1971 and on 
the historic resources committee from 
1973 to 1979. He also was a member of 
the architects in government committee 
(1964-68) and the continuing education 
committee (1972-73). He was at one time 
director of the League of New Jersey 
historical societies and a member of the 
New Jersey commission on review of 
historic sites and was instrumental in the 
protection of important sites by registra- 
tion with the state and with the National 
Register of Historic Places. Notable were 
his efforts to complete registration of 
Mercer County, N.J., sites. O 


DEATHS 


William S. Beckett, Marietta, Ga. 
Robert Paul Brackett, Bethesda, Md. 
J. H. van den Broek, Hon. FAIA, Rotter- 
dam, The Netherlands 

Elmer C. Card, Salem, Ore. 

Carl J. Carlson, Oyster Bay, N.Y. 

R. W. Edmiston, Santa Barbara, Calif. 
Eugene H. Fleming III, St. Louis 
William R. Frizzell, Fort Myers, Fla. 
H. Lockwood Frost, Honolulu 
Wendell R. Gill, Florence, S.C. 

J. W. Heiler, Portland, Ore. 

Robert G. Helg, Honolulu 

G. P. Hritz, Lakewood, N.J. 

H. H. Hunter, Warren, Ohio 

B. Kenneth Johnstone, FAIA, Pittsburgh 
Leo T. Kabis, West Palm Beach, Fla. 
Harry J. Korslund, Walpole, Mass. 

A. H. Lange, Edina, Minn. 

Robert P. List, Pittsburgh 

Carina E. Milligan, New Canaan, Conn. 
Clifford E. Meyers, Pikeville, Ky. 

R. C. Niebuhr, Pawtucket, R.I. 
Eugene S. Pentz, Coraopolis, Pa. 
Alexander Ponedel, Kensington, Calif. 
Mark T. Purcell, Madison, Wis. 
Morton Rader, San Francisco 

Keppel C. Small, Cincinnati 

R. G. Taylor, Haure, Mont. 

Robert E. Tisdale, Florissant, Md. 
Karl O. Van Veuven Jr., Los Angeles 
Charles J. Vogel, Detroit 


Briefs from page 132 

Space Museum in Washington, D.C. The 
half-hour space voyage makes excursions 
to the moon, Mars and Jupiter. Its title is 
“Worlds of Tomorrow.” 


Everard M. Upjohn, the great-grandson 
of Richard Upjohn, AIA’s first president, 
died in November at the age of 74. He 
was professor emeritus of art history at 
Columbia University, and the author of 
Richard Upjohn, Architect and Church- 
man. He was a resident of Hightstown, 
N.J. 


Bill Lacy, FAIA, president of the Ameri- 
can Academy in Rome, has been elected 
to the board of directors of the Inter- 
national Design Conference, Aspen, Colo. 


David S. Cordish is the first appointed 
director of HUD’s urban development 
action grant program. He comes to HUD 
from Baltimore, where he was a partner in 
the law firm of Cordish & Cordish. 


Japan and the U.S. have initiated an ex- 
change program whose mission is cultural 
and its “ambassadors” artists. Five Amer- 
icans will go to Japan for six to nine 
months’ work and five Japanese will come 
here. Among the first ambassadors se- 
lected by the U.S. is architect Peyton Hall 
of Richmond, Va. 


FACE TO FACE 
IN ONE STEP. 


Geometric calculations and projections for drawing 
multiple views can be completed automatically, from 
plans and elevationsor photographs. Flexible quick access 
to any viewing angle and perspective distance quickly 
shows your objects best side. 


GRAPHCOM'S pictorial drawing program can be your 
starting point in computer graphics for the visual 
communication of structures, building formations, restor- 
ation work, layout planning and other jobs where flexibility 
and time saving characteristics are important. 


Write today for a copy of our Technical Data Sheets on 
the pictorial, interior and architectural design series. 


<® GRAPHCOM 


GRAPHICS COMPUTER CORP. 


SUBSIDIARY OF 


JOHNSON & ANDERSON. INC. 
2300 DIXIE HWY., P.O. BOX 1166, PONTIAC, MICHIGAN 48056 


installation 


Water Coolers 


Allows flush 
of appliances. Completely 
conceals water line and 
plumbing connection be- 
hind appliance. 


DESIGNED BY A PLUMBER 
WITH A PLUMBER IN MIND 


Makers of WATER-TITE 
Washing Machine Boxes 


WATER-TITE 


ICE 
MACHINE 
BOX 


For 
Refrigerators 


Ice Makers 


VALVE INCLUDED 
110 Volt Outlet Optional 


INSTALLS QUICKLY 


Nails to left and right stud. Only 
one solder joint and one ferrule 
and nut connection. Valve fac- 
tory installed. 


and WATER-TITE Test Caps 
C.P. Industries, Inc. P.O. Box 18327 ۰ Memphis TN 38118 


TELEPHONE 313/334-7122 © 334-9901 
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When you reach for the stars, 
it takes more than vision. It takes revision. 


In exploring the vast reaches of space, there’s no room for error. So you 
have to work out all the bugs in advance. 

That’s why it’s reassuring to lay your plans for any exacting project with 
the help of Bruning’s full line of drafting intermediates. 

Bruning’s Optirase™ erasable sepia, for example, assures clear, crisp 
reproduction—even after countless erasures and revisions. And because it’s 
100% rag, translucent paper, your visions and revisions come through 
looking their best. 


There’s lots more, of course. Bruning has a full line of top-quality 
engineering reproduction equipment and supplies. 


For more information, call your nearby AM Sales Office. Or write 
AM Bruning, Dept. E, 1834 Walden Office Square, Schaumburg, IL 60196. 


We help bring your vision to life. 


1979 AM Internationa 
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Am Bruning 
the Informationists. 


7ے 
ill‏ 


wi 


Nevertheless, the architect needn’t just shrug and reach for the 
nearest wastebasket. When he retires or closes his office or ware- 
house, he can do some sensible and fairly simple things: 

1. He can select up to five of his projects for preservation. 
Why five? Because that number is probably big enough to let him 
select work of his youth and of his maturity, work of different 
types, work showing primarily esthetic or practical skill, his most 
representative achievements—or whatever he chooses that will 
show his work best. The number five is also small enough to 
make it possible for a library or other repository to find storage 
space. Institutions normally cannot accept large amounts of 
material, owing to lack of storage space, personnel and service 
facilities. But many will take five projects, which might occupy 
about 10 file drawers and two flat drawers—according to esti- 
mates by AIA members Alexander Cochran, Hyman Myers and 
Henry Jonas Magaziner. 

2. For each project, the architect should locate the following 
materials, because each of them is of interest to a different group 
of researchers: proposals, preliminary and accepted; develop- 
ment sketches; contracts; specifications; correspondence; all con- 
tract drawings; final shop drawings; progress photographs; con- 
struction project management or other schedules; permits and 
variances; cost accounting records, preferably including names 
and salaries of those who worked on the project, and certificates 
of payment; photographs of the model (the model itself is nor- 
mally too fragile for storage or display elsewhere ). 

3. So that his entire career is presented, the architect should 
gather the following additional information about himself and 
his firm: a list of present and former partners, since the firm’s 
foundation, and as many names as possible of employees; bro- 
chures of the firm’s work; biographies or autobiographies; stand- 
ard government 255 forms; a photograph of each of his projects; 
a covering letter saying why the projects chosen were selected 
and which would have been included if more space were 
available. 

4. The architect can then offer his donation as a compact, 
presorted, manageable package to any of the following: a local 
(city, county or state) historical society; a local archive; the 
major local public library; nearby colleges or universities; nearby 
art museums; a local landmarks society or preservation action 
group. If no local institution can accept the material, the archi- 
tect can offer it to all similar institutions in the town of his birth, 
or to his school of architecture, undergraduate college, fraternal 
society, etc. If none of these can take the material, the architect 
can contact the Committee for the Preservation of Architectural 
Records, an organization described later in this article. Or the 
architect might choose to send back to some of his clients or the 
heirs such material as correspondence, presentation drawings, 
contracts and photographs. These materials have visual and 

continued on page 142 


Architects throw them out. Other architects want them. The 
federal government throws them out. Scholars want them. Busi- 
nesses throw them out. Economists want them. “Them” means 
architectural records—a big problem for which some solutions 
are now being prepared. Architects and historians, designers and 
librarians, preservationists and archivists have recently begun to 
coordinate efforts to preserve significant American architectural 
records. 

Architects are prominent in these efforts because they know 
better than anyone how much time and money have to be spent 
in making new plans when remodeling a building if original plans 
do not exist. Many architects have tragicomic tales to tell of un- 
expected air shafts, hunts for structural elements and, occasion- 
ally, collapsed walls. Architects and designers who convert fac- 
tories to housing or who restore anything from the local mansion 
to the Chrysler Building need to know about original materials, 
specifications, colors and mechanical provisions. Historians, 
sociologists, museum curators and city planners need some of 
these records and they want to know about decision making in 
architecture, the intentions of the clients and architects, cost 
factors and land values, among other things. 

Many records of great significance and value have disap- 
peared. When a Rockefeller Center storeroom was cleared out 
for rental to a new tenant, all the early plans and drawings for 
the project were thrown away. The papers of Raymond Hood, 
the center’s best known architect, became waterlogged in a flood 
in the waterfront house in which his widow had been keeping 
them. The papers of Frederick Ackerman, long prominent in the 
field of low-cost housing, planning and related fields, were dis- 
carded because no one knew where to send them for preserva- 
tion. The records of the entire Reading Railroad system (1833- 
1976), including surveys, drawings of their buildings and plans 
for all the station houses, were taken to the dump. The contents 
of the office of the firm of Carrére & Hastings were thrown out. 

Of course, some of the destruction is understandable. A mod- 
est architect will throw away old materials, never believing that 
he has earned a place in the history of his town or region. An- 
other architect may simply run out of costly storage space and 
consign older records to the rubbish carter. An architect who is 
about to retire has so much on his mind that he may be unable to 
take the time to review his records and save those which are 
significant. An architect with an active practice may find his 
older records in considerable disarray, owing to matters more 
pressing than proper filing. The sheer volume of material appears 
overwhelming to the architect and to some institutions that might 
be eager to take a limited number of records. 


Dr. Krinsky, president of the Committee for the Preservation of 
Architectural Records, is a professor of fine arts at New York 
University and the author of Rockefeller Center (see Feb., p. 63). 
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THE 4 MOST REMARKABLE TOWERS 
OF THE LAST 800 YEARS 


The Leaning Tower of Pisa, Big Ben Tower in London, and the Eiffel 
Tower in Paris have their own beauty, individual style, and were 
constructed to stand the test of time. This has made them remarkable 
landmarks throughout the world. 

A cooling tower from CCT Cooling Systems also has these remarkable 
qualities. A Ceramic Cooling Tower can be designed to complement any 
architectural style and can be engineered to fit any shape. Unlike other 


All Ceramic Cooling Towers are 
constructed of masonry or concrete with 
PERMAGRID tile fill. Ceramic Cooling Towers 
are virtually indestructible, and impervious to 
chemical, fungus, and ultra violet attack and 
are immune to wooden cooling tower 
problems of deterioration, fire, and icing 


: 3 ماو‎ i "Typical inside of 
towers which are built to general cooling specifications, a Ceramic Cooling اوح‎ Cooling Tower failures. Remarkable! 
Tower is designed and engineered to meet your individual cooling Cal من‎ toon inf bon shawl ete mk of 
requirements. Remarkable! all us today for more information about our complete family o 


remarkable cooling systems. You will find a Ceramic Cooling Tower is the 


Like the other famous towers, a Ceramic most remarkable tower of the last 800 years. 


Cooling Tower also stands the test of time. 
The PERMAGRID fill is guaranteed for 25 
years. All Ceramic Cooling Towers are 
certified by the Cooling Tower Institue for 
100% thermal performance. Our first tower, 
built with PERMAGRID fill over 30 years ago, 


Cooling 
= Systems 
CERAMIC COOLING TOWER COMPANY 


is still in service today. Remarkable! PERMAGRID fill has p r — تسس اتب تا سس‎ 
absorption Phone: 817/335-2474 Telex: 758236 


Sales offices in major cities throughout the United States International offices, Fort Worth, Texas 
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locate, record and index the contents of collections of such 
records, including both written and graphic material; to work 
toward the formation of a nationwide information center and a 
uniform system of recording these records; to encourage the 
preservation of records threatened with loss or destruction; to 
start a national catalog or index of American architectural rec- 
ords, and to welcome additions to this growing file.” The Archi- 
tectural League of New York gave the new committee desk space 
at the league office and a start-up grant. It received subsequent 
grants from the New York State Council on the Arts and the 
National Endowment for the Humanities. Executive Director 
Catha Grace Rambusch and her associates have been working 
closely with AIA, with record-holding repositories around the 
country and with government agencies such as the Smithsonian 
Institution, National Archives, Library of Congress, Historic 
American Buildings Survey, state archivists’ offices and local 
landmarks preservation commissions. 

Architects and others in search of architectural records may 
contact Mrs. Rambusch’s office. If a search of her files is fruitless, 
she refers callers to sources of information in their own states or 
to such sources as the Archives of American Art, the Library of 
Congress, the Burnham Library and a wide range of other places 
in every state. She is also likely to know which scholars are 
working on the type of material being sought. She knows about 
appraisers of architectural records and about specialists in paper 
conservation. 

The original committee has stimulated creation of similar 
committees in other states to list the holdings of local reposi- 
tories and to assist local architects and scholars. 

Even the work of this growing movement is not going to 
prevent all destruction. But everyone agrees that saving some- 
thing is better than saving nothing. O 


Houses of 
Good Repute 


on commercial street and residence lane wear Featherock® 

natural stone veneer facings. Distinctive. Decorative. Lasting. 
A surprisingly inexpensive dress. Ton-for-ton light weight 
Featherock goes farther — as much as five times more cover- 
age than other prestigious stones. Labor saving too. No foot- 
ings, no ties are needed. Pre-sawed flat back Featherock lays 
up fast. Featherock colors and styles offer many personalities. 
You'll find dealers everywhere. Consult Sweet’s architectural 
file or B.S.1. stone catalog. Write to us for complete specifica- 


tions. 


2890 Empire Street, Burbank, CA 91510 
(213) 843-8553 
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historic appeal to most laymen. This is especially true today 
when individuals and even corporations are looking for their 
“roots.” 

5. The architect should send a letter, or even a postcard, to 
the Committee for the Preservation of Architectural Records, 
and to the Prints and Photographs Division of the Library of 
Congress, Washington, D.C. 20540 (202-426-6399), stating 
that materials about the firm and the five selected projects have 
been deposited at whatever institution takes them. This will en- 
sure that people from around the nation can find this material 
and use such data as are not covered by legal restrictions. 

6. The architect who wants to discuss his choices with some- 
one outside the profession—and this is usually a good idea—can 
contact a local architectural historian. Chapters of the Society of 
Architectural Historians exist all over the country. A letter to the 
society’s offices at 1700 Walnut Street, Philadelphia, Pa. 19103 
will quickly yield the name of a qualified person nearby or the 
name of the nearest chapter president. The historian may even be 
able to arrange to have his university department or library ac- 
cept the records, thus saving the architect the effort of locating a 
home for his materials. 

A considerable amount of help for donors, record-keepers and 
hunters is being provided by hundreds of people around the 
country who are affiliated with the Committee for the Preserva- 
tion of Architectural Records, 15 Gramercy Park South, New 
York, N.Y. 10003 (212-533-0711). This is a group of profes- 
sionals in many fields—architects, archivists, preservationists, 
historians, librarians, museum curators—established during the 
winter of 1973-74. The committee’s purposes include: “to serve 
as a national clearinghouse of information, encouraging the pres- 
ervation of records of architecture and the building arts; to 


142 AIA JOURNAL/MARCH 1979 


Architectural Handbook 

Environmental Analysis, Architectural Program- 
ming, Design and Technology, and Construction 
Alfred M. Kemper 

Here is the first book of its kind that incorporates the 
complete range of architectural activities involved in 
building design. Covering all the specialized fields in- 
volved in contemporary architecture, the book features 
practical applications of environmental studies, a com- 
puter simulated process for building design, energy 
design guidelines, and many more critical topics. Follow- 
ing the basic NCARB outline in discussing each of the 
profession’s activities, this book is also an invaluable 
resource for those preparing to take architectural regis- 
tration examinations. 


Central City 
Malls 


Harvey M. Rubenstein 
Here is complete, in- 
depth coverage of the 
process of mall devel- 
opment. Rubenstein 
analyzes the cultural, 
natural, economic, po- 
litical, and legal factors 


(0 471 02697-2) March, 1978 that determine mall 
approx. 640 pp. $34.95 feasibility; size, and lo- 

cation—as well as de- 
Frank سب‎ seraa sign elements, street 
His Life and Architecture 


furnishings, physical 
factors, and image and 
form characteristics. 
Includes 22 case stud- 
ies covering full malls, 
semi-malls, and transit 
malls. 

(0 471 03098-8) 


Robert C. Twombly 

This comprehensive, detailed study of one of architec- 
ture’s most compelling figures treats — buildings 
as primary sources—viewing them as biographical as 
well as social and aesthetic statements. Based on a wide 
array of previously untapped sources, this lavishly illus- 
trated, meticulously documented book will give you 


Science and 
Buildin 

Structural and 
Environmental 1 
the سم ساد‎ '" 
Twentieth Centuries 
Henry J. Cowan 

How did modern architec- 
ture develop into its present 
state? How did technology 
affect aesthetics? The an- 
swers to these questions and 
more can be found in this 
absorbing new book. Cowan 
deals with a wide range of 
subjects—from sewage dis- 
posal and computer-based 
methods of structural analy- 
sis to concert hall acoustics 
and air-conditioning. In 
showing how science and 


ın 


technology transformed the | many specific practical ideas about architecture as well as | 1978 

craft-based practice of archi- | a better understanding of America’s most famous archi- | 191 pp. $22.50 

tecture, this book gives you a | tect. 7 

fascinating, significant look | “This is the best biography of Wright available”— | Metropolis... And Beyond 

at the successes and failures | John Sergeant, author of Frank Lloyd Wright’s Usonian | Select says 

of modern architecture. Houses Hans Blumenfeld 

(0 47102738-3) 1978 (0 471 03400-2) January, 1979 Edited by Paul D. Spreiregen 

374 pp. $24.95 approx. 444 pp. $19.95 Forty-five essays by the noted city planner and 

~ ۳ = writer—many of them unpublished or difficult to 
Architectural and Engineering Salesmanship find—cover alle ever یت‎ issue in ur- 
avid G. Cooper 


banology. Many of the essays were written within 
the past ten years and offer important contributions 
on recent developments. Special chapters on the role 
of government, economics, housing, and tr: T- 
tation. For everyone who valued the author’s The 
Modern Metropolis. 


Here is a complete guide to effective salesmanship, one of the most important yet often overlooked 
aspects of practicing architecture. The author develops guidelines in the three areas of 
expertise—design, technical, and nontechnical—for obtaining and keeping clients. Insights on 
prospecting, interviewing, and closing sales are presented in the context of the architect’s special 
experience. For all those who want that something extra in today’s competitive market. 


(0 471 03642-0) . 1978 158 pp. 5 (0 471 04281-1) 1978 432 pp. $23.0 
BOOKS FOR BUILDING CAREERS...FROM WILEY. 
International Architectural Working The Master Builders Modern Furniture 
Urban Growth Drawi A of Structural and John F. Pile, Pratt Institute 
$ ii Environmental Design from edi 
ici Ralph W. Liebing & Mimi Ford Paul Now you can get immediate 
ارو‎ Contributions ا اا‎ phase of the practi- Ancient چو وش ری را‎ | access to Me kan d-to-find 
Edited by Gideon Golany, The | tioner’s work—from lettering an - سو‎ 2 Cin لہ‎ of grey a 
Pennsylvania State University | bols to plans and elevations—this book ai E f buildi niture ور حور‎ fitten de a 
The first truly international | takes you step-by-step through the | This fascinating history of building | top authority, this book offers 
review of urban planning ex- | techniques of preparing professional | Science analyzes the work of master | complete coverage of the his- 
وسر کن موک‎ of gew | working drawings. The authors ana- | builders from ancient times through | tory, aesthetics and technical 


issues involved in both design 
and production. It confronts 
the significant issues of de- 
sign quality by reviewing, 
analyzing, and criticizing the 
classics of modern furniture. 
With numerous illustrations, 
dimensional charts, models, 


the Napoleonic era. Cowan offers 
not only enlightening descriptions of 


lyze actual drawings, give valuable 
insights into effects achieved, suggest 
alternatives, and demonstrate the ap- 
proaches best suited to particular 
problems. This book offers an unri- 
valled summary of techniques for re- 
fining your style or simply gaining a 
better grasp of all aspects of working 


towns in over a decade. 
Twenty-seven contributors 
discuss the experiences of 
eighteen nations, compiling 
basic information on con- 
temporary new-town policies 
throughout the world and 
analyzing this information 


structural design, but also clear ex- 
planations of how structural limita- 
tions influenced design and aesthet- 
ics. With numerous illustrations and 
a valuable glossary, THE MASTER 
BUILDERS gives you a rich, read- 


۹ ۰ drawings and their production. able picture of architecture and | and much more. 
سے‎ a 3 کے رج‎ )0 471 53432-3( 1977 building prior to the Nineteenth | (0 471 02667-0) 
strategies. (0.471 03748-6) | 310۲۳ $17.50 Century. _ (0 471 02740-5) January, 1979 
1978 460pp. 2995 1977 299 pp. ۰ 0 208 pp. $25.00 
Available at your local bookstore WILEY-INTERSCIENCE a division of John Wiley & Sons, Inc. 


605 Third Avenue, New York, N.Y. 10016 
In Canada: 22 Worcester Road, Rexdale, Ontario 


Please send the books indicated for 15-DAY FREE EXAMINATION. (Restricted to the continental U.S. and Canada.) 


—or use this handy coupon. 


0 Rubenstein/MALLS (0 471 03098-8) 
O Pile/FURNITURE (0 471 02667-0) 


O Kemper/HANDBOOK (0 471 02697-2) Mail to: WILEY-INTERSCIENCE Name 

O Blumenfeld/METROPOLIS (0 471 04281-1) P.O. Box 092, Somerset, N,J. 08873 

O Twombly/WRIGHT (0 471 03400-2) 0 Payment enclosed, plus sales tax. Wiley pays Affiliation 

O Cooper/ ARCHITECTURAL (0 471 03642-0) postage/handling. We normally ship within 

O Golany/POLICIES (0 471 03748-6) 10 days. If shipment cannot be e within Address — 

O Cowan/BUILDING (0 471 02738-3) 90 days, t will be refunded. 

O Cowan/MASTER BUILDERS (0 471 02740-5) O Billme. تا‎ Bill firm or institution. سس سس همست ال‎ Te 


O Leibing/DRAWINGS (0 471 53432-3) 092 A 3711-57 


Prices subject to change without notice. 
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